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G ETTING the boys back home has developed the biggest 
railroad passenger job in history and as 1945 draws to 
a close Southern Pacific’s passenger traffic is running about 
six times the pre-war passenger miles, President A. T. 
Mercier informed the public in his year-end comment on 
the Company’s activities. 

“The railroads stil have a war job to finish,” he pointed 
out, “and until the homecoming movement of veterans is 
completed, this will continue 10 have first attention.” 

While freight traffic cased off with the decline in mili- 
tary shipments, Southern Pacific has been carrying more 
Army and Navy persennel since V-J Day than at any time 
during the actual conflict. Exveeding official Army and 
Navy estimates furnished the carriers, the return of service 
men grew in volume through October and November and 
built up to a peak in December. Without having. been able 
to build any new passenger cars since before the war due 
to lack of priorities, and having received only about 1200 
troop sleepers from the government, the railroads have heen 
called upon to handle about 95 per cent of all organized 
troop movements. 

The system’s ton miles of freight for 1945, it was esti- 
mated, will show a decrease of approximately 6 per cent 
from the all-time record set in 1944, but are still nearly 
three times those of 1939, when they started a five-year 
climb to successive all-time higlis. 

Southern Pacific’s manpower shortage, which imposed a 
severe handicap during the war, siill continues and in 
recent months las been aggravated by the repatriation of 
thousands of Mexican nationals whe were employed for war- 
time track maintenance work, More than 5000 men are now 
needed on the Company’s Pacific Lines alone, it was an- 
nounced, in skied and unskilled jobs. 


New Equipment Ordered 


With its physical plant at greater capacity than ever 
before, as a result of wartime expansions, Southern Pacific 
has an aggressive post-war program to serve the needs of 
business and agriculture for further development of the 
West. Orders for nearly $24,000,000 worth of new freight 
cars and rail were placed by the Company in the closing 
months of 1945, 

In the passenger traffic field, the Company has plans for 
new streamlined coaches and sleeping cars to enlarge upon 
and improve the de luxe services now provided by its famous 
Daylight, Sunbeam, Lark and City of San Francisco trains. 
These additions to equipment will represent the latest ad- 
yances in car design and styling, and wil] be announced 
as they are actually ordered from manufacturers, this in 
turn depending on conditions in the railway supply and 
manufacturing field and other factors. 

. “As to both freight and passenger service, it will be 
Southern ‘Pacific’s aim to give the public what it wants at 
2 price it can pay,” President Mercier said. 


For the last six years Sauthern Pacific has devoted much 
of ‘its earnings to the betterment -of its financial structure. 
Debt, other. than equipment obligations, has been reduced 
by approximately $235,000,000, or 328 per cent, and this, 
coupled with major refunding operations, has resulted “in 


President Mercier Informs Public: 


Close of 1945 Finds SP Planning Progressive Post-War Program 
While Handling Largest Volume of Passenger Traffic in History 
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reducing debt maturing by January 1, 1955, from $451,000,- 
000, as it existed January 1, 1940, to $68,000,000 as it 
stands at the close of 1945. Annual interest charges have 
been reduced by $9,746,000 or 31.4 per cent, since De- 
vember 3L, 1939, 


Even more important than new mechanical improvements 
in Southern Pacific’s post-war outlook, Mercier said, is the 
luman side of railroading. Conference training courses for 
supervisors have been conducted throughout the Company’s 
organization during the past year. This will be greatly 
expanded in 1946 (see opposite page) and a comprehensive 
program of specialized training for all Southern Pacific 
people who come in contact with the public is now under 
way with a view to helping them give the utmost in friendly, 
personal service. 


Pacemaker for Trains to Come, SP’s beautiful “Lark” 
was the subject for this advertisement which is appearing 
in newspapers and magazines on-the Pacific Coast ta: remind 
the public that Southern Pacific will be-a leader in: provid- 
ing tomorrow's up-to-the-minute travel ‘styles. Another ad- 
vertisement points to the world-famous “Daylight” as evi- 
dence of SP’s pacemaking accomplishments. 


January’ 


FREIGHT AND PASSENGER TRAFFIG AND PMT are represented in this group at Los Angeles, pictured at one of the 


Human Relations Conferences sponsored by Southern Pacific as part of its forward-looking posiwar program (see story 
below). Standing, t-r: Steele Holman (conference leader}, Lawson Overman, E. C. Yan Ostrand, C. R. Lewis, ¥, L. Arenth, 
K. J. Galdwell, A. G. Parker, R. K. Booth, H. G. Kinch, H. A. Hanson, Seated: A. M. Levy, ©. R. Parker, 7. C. Keedy, 
G. 7. Brown, J. M. Barger, T. Fielding, A. S. Mussaiti, H. E. Pierson, W. F. McGowan, A. G. Hugg, V. F. Frizzell. 


George Hanson is also a member of the group. 


HUMAN RELATIONS 


More Conference Courses, Motion Pictures, Sound-Slide Films 
Will Help Smooth Work of Supervisory and Contact Employes 


OME 1200 supervisory and public contact em- 

ployes who have completed the Human Rela- 
tions conference courses at major Pacific Lines 
points during 1945, have found the meetings both 
helpful and interesting. On the basis of the en- 
thusiasm of this graduate group, the conference 
schedule will be expanded this year to reach some 
4000 additional Southern Pacific people in similar 
types of jobs. 


In announcing continuance of the program, 
President A. T. Mercier reaffirmed its goal as the 
fostering of a more friendly, harmonious attitude 
both among employes and in all of our relations 
with the public. 


How well we achieve this goal, he pointed out, 
will determine both the level of our own morale 
and our success in establishing the Company out- 
standingly as a progressive and friendly institution, 
and ultimately whether or not we stay in business 
as a going concern. 


The conference series for supervisory employes 
ordinarily includes six basic meetings and two 


OPERATING DEPARTMENT REPRESENTATIVES at Los Angeles show 
earnest attention at Human Relations Conference, one of many 
programmed for major points on Pacific Lines. In top group (right) 
are (Ir): Geo. B. Allen, M. F. Roberts, A. J. Lokke, Miss L. &. 
Tolson, O. A. Coleman, L. E, Paddock. In bottom picture are Chen 
Pai Yu, Miss E. 1, Erickson, Leo. ©. Johnton, George Bridges, 0. D. 
Odin, E, ©. Yan Ostrand, H. A. Teal, ©. W. Compton, Others in 
background are unidentified. 


follow-up meetings at a later date. There are five 
meetings in the series for employes in contact with 
the public. All meetings are conducted in the form 
of informal round-table discussions, im which at- 
tending employes themselves develop the topics on 
the basis of their own experiences, interchanging 
a wealth of practical ideas. 

In addition to extending the number of confer- 
ences for supervisory and public contact employes, 
conducted under the leadership of Hobson Fer- 
guson, Orrin Heinke and Steele Holman, the Com- 
pany will also complete a color motion picture 
entitled “This Is My Railroad,” and two sound- 
slide films, “Mr. S.P. Serves the Shipper,” and “Our 
Friend the Passenger.” The two sound-slide films 
will be ready for showing early this year, and the 


motion picture soon thereafter. All three films are 
(Continued on Next Page) 


ORRIN HEINKE AND HOBSON FER- 
GUSON have become known at many 
SP points through the Human Relations 
Confarences they conducted during the 
past year under SP sponsorship. They 
will head the expanded program that 
is ta be carried on during 1948, 


HUMAN RELATIONS 
(Continued from Page 3) 
heing produced by the Gene K. Walker 
organization of San Francisco, 

At the end of 1945, approximately 
1000 supervisory employes and 250 em- 
ployes in various jobs in contact with 
the public had attended the Human Re- 
lations conferences held at San Fran- 
cisco, Oakland, Los Angeles, Portland, 
Dunsmuir, Bakersfield, Ogden, El Paso, 
Tucson, Tracy, Stockton, Sacramento, 
San Luis Obispo, San Jose, Fresno and 
San Rafael. Also participating have 
been all top officers at San Francisco 
and at other conference points. 


A. B. WILSON DIES SUDDENLY 


Sacramento Superintendent of Motive Power Was 
Noted for Progressive and Friendly Leadership 


A B. “BART” WILSON, SP’s popu- 

lar superintendent of motive power 
at Sacramento Shops, died suddenly at 
his home in Sacramento, Dec. 16, at the 
age of 57, 

Wilson, who gained recognition as 4 
leader of men, besides earning a place 
among top railroad motive power au- 
thorities, rose from machinist apprentice 
through the ranks. In 1905 he began 
‘his apprenticeship with the Missouri 
Pacific and served with several lines be- 
fore coming to SP as a machinist at 
Albany, Ore., in 1931. He became round- 
house foreman there in 1912 and in 
Nov. 1925 went to Oakland as asst. 
master mechanic. In October, 1930, he 
went to Sparks in that capacity and to 
Eugene in May, 1931. 

The following November he was ap- 
pointed master mechanic of Portland 
Division with headquarters at Brooklyn 
and transferred to the same position at 
Bayshore Shops in August, 1936. In 
April, 1939, he was named asst. super- 
jntendent of motive power at Sacra- 
mento Shops and became superintendent 
of motive power there in March, 1942. 


Always keenly interested in employe 
welfare, Wilson was among the first SP 
officials to sponsor training courses de- 


Stanley Moore Named 
Training Supervisor 


‘ANLEY T. MOORE, formerly as- 

sistant editor, Bureau of News, and 
just back fram two and a half years’ 
service in the Navy, has heen named 
to the newly created position of train-. 


STANLEY T. MOORE 


ing supervisor, His appointment was 
announced by K. C. Ingram, assistant 
to the president. 

In his new job Moore is responsible 
for supervision ef the expanded pro- 
gram of Human Relations conferences 
(see page 3) for supervisory and public 


contact employes, and of educational _ 


film production. His headquarters are 
in San Francisco. 

He joined the Bureau of News in 
1936, and in May, 1943, went on active 
duty in the Naval Reserve. First as 
lieutenant (jg) and later as lieutenant 
he served successively as assistant gun- 
nery officer and gunnery officer of the 
destroyer escort Spangenberg, operating 
in convoy escort and killer group mis- 
stons in the Atlantic, Mediterranean 
and the Irish Sea. 


FOR BETTER LETTERS 


LIMITED stock of the “Better Let- 

ters” manual is still available, 
Copies of this interesting and helpful 
guide, prepared especially to meet the 
needs of all Southern Pacific people 
who handle correspondence, may be re- 
quested by letter direct. to SP Bureau 
of News, 65°Market Street, SF. 


A. B. WILSON 


signed to create more friendly relations 
between supervisors and their stafls. 
During the war when the government, 
through the Land Grant Colleges, pro- 
vided supervisory training he obtained 
the courses for shop foremen through 
the University of California. This pro- 
gram Jater was extended to other parts 
of the railroad, until, when the govern- 
ment discontinued it, the Company, 
recognizing its value, secured the ser- 
vices of some of the experts (see page 
3) who were teaching the courses and 
the present supervisory training pro- 
gram was inaugurated, 

Throughout his career he had a dual 
purpose—to serve the Company and to 
do it by helping those who worked with 
him, Lis motto might well have been: 
“Help your fellow man—by doing sv 
you profit most.” He excelled as a me- 
chanic and business man, but he 
achieved greatness in his manner of 


dealing with men. It has been said of: 


him that his office always was open to 
any and all employes; that he encour- 
aged their suggestions and gave sincere 
consideration to their problems. 

He instituted a housekeeping program 
at the Shops that won systemwide recog- 
nition. Building interiors and machines 
were painted to make working condi- 
tions safer and more pleasant and stor- 
age space was provided for material, 
scrap and idle tools. 

All of these things were done while 
he was guiding Sacramento Shops in 
their biggest job of providing motive 
power and rolling stock for SP’s war 
trains. 

He is survived by his widow, Mae; 
his mother, Martha Widmer of Eugene; 
a brother, George H., asst. master me- 
chanic at Bayshore; a step-brother, and 


“two daughters, Roberta Jette and Max- 


ine Posson, both of Eugene. 


WM, F. MONAHAN, genial general 
track supervisor, is shown at his desk 
the day he retired after more than 50 
years’ service (see story at right}. Prog 
ress in railroading during Monahan's 
career is symbolized by the contrast 
in size of rai! segments. Rail used 
today is nearly three times heavier 
than that in use when Monahan started. 


R. E. Steere Retires; 
Had 42 Years’ Service 


ICHARD E. STEERE, asst. super- 

intendent of telegraph, SF, retired 
Dec. 31, completing a 42-year career of 
railroad telegraphy. 

His first job with SP was in April, 
1993, as telegrapher at El Casco, near 
Redlands on LA Division, where he and 
his bride set up housekeeping in a tent, 
there being no houses at that point 
when he arrived. During the early days 
o’ his career he worked at desert points 
along the LA Division and when tie 
Colorado River overflowed 1ts banks into 
Salton Sea, threatening to inundate the 
Imperial Valley in 1905, he was agent at 
Old Beach (now Niland). Used in fight- 
ing the flood were 15 work trains that 
made their headquarters at Old Beach 
and besides his work as agent, Steere 
also performed duties as yardmaster, 
dispatcher and crew caller for these 
trains. One of the engineers was Wm. 
J Hack, now deceased, who later be- 
came superintendent of Sacramento Di- 
vision. President A. T. Mercier. then 
working with surveyors on the line reio- 
cation project, lived with Steere at the 
Old Beach station. 

In 1908, Steere transferred to the 
“HU” General Telegraph Office in LA 
where he worked as telegrapher and 
wire chief until'1922 when he hecame 
manager of that office. He moved to 
San Francisco as telephone and tele- 
graph traflic supervisor in Feb. 1924 and 
advanced to asst. to superintendent of 
telegraph in Jan. 1929. On Jan. 1, 1930 
he became asst. supt. of telegraph. 

Now that he has retired he plans to 
spend most of his time following his 
hobby of gardening in the spacious yard 
of his home in the Oakland hills. 


WILLIAM F. MONAHAN RETIRES 


General Track Supervisor Demonstrated Ability to Train 
Men and Keep Roadbed in Good Shape During 53-Year Career 


LOSING a railroad career that 

spanned more than half a century, 
General Track Supervisor William F. 
Monahan, one of the nation’s top-flight 
track men, retired December 31, 19 
at his own request. 

During his distinguished career, Mon- 
ahan contributed much to the progress 
in track maintenance and design and 
witnessed the growth of railroading 
from the day when xails weighed only 
50 lbs. per yard until today when they 
weigh almost three times that much. 
Wis ability to pick and train young 
track men has been a major factor in 
keeping Southern Pacific’s tracks equal 
ty the nation’s best. 

Monahan came ‘rom his native Scot- 
land to America in 1889, to join his 
father, who had become section fore- 
man on the GH&SA (T&NQ) at Sander- 
son, Texas. In 1892, at the age of 17, 
he took his first railroad job as section 
laborer on the GH&SA, and in 1894 he 
joined SP as track walker on Rio 
Grande Division. After a few months 
he returned to the GH&SA to work as 
B&B carpenter and car repairman until 
1899 when he became a passenger 
brakeman on that road, 

Finding himself on the brakeman’s 
extra list carly in 1900, Monahan again 
came to Southern Pacific as section 
Jaborer on Tucson Division, He was 
appointed acting roadmaster in 1904, 
roadmaster in 1905 and general road- 
master in 1909. As general roadmaster 
he directed the first rock ballasting of 
track on Tucson Division, 


RIGHARD E. STEERE (right) received 
good wishes of friends all over the 
railroad last month when he retired 
as asst. supt. of telegraph after 43 
years’ service (see story at left). Pic- 
jure below, taken at banquet in his 
honor given by Telegraph Dept. at LA, 
shows (front row, Lr}: E. Webster, 
Steere, G. Scott, A. H. Oberg, E. W. 
Gooke, H. L. Loretz. Second row: J. E. 
McNeil, C. H. Qwens,.A. 6. Shep- 
pard, H. H. West, J. A. Day, R. R. 
Rosenberger, C. E. Welch, J. W, Clark. 


‘Transferring as readmaster to Colton 
in 1922, he subscquently held various 
other roadmaster’s pasitions on Los An- 
geles Division, including his ‘selection 
as the first terminal roadmaster in Los 
Angeles, until 1925 when he was called 
to the General Office to become general 
track inspector. In 1940 he was made 
general track supervisor. 


During his days as roadmaster on Los. 
Angeles Division, he was on the staff of 
President A. T. Mercier, then division 
engineer. 

Familiatly known to many townspeo- 
ple, as well as railroaders, along the 
Hine Monahan leaves an enviable circle 
of friends; and having covered well over 
2,000,000 railroad miles, he joins the 
tanks of the nation’s most travelled 
railroaders. 


dames R. Bell, general attorney and 
commerce counsel in charge of SP’s 
legal work in Washington, D. C., retired 
November 30. Bell first practiced law 
in Tennessee and Oklahoma in 1910, 
rising steadily in his profession until 
World War I when he entered the army 
tu serve as captain in the Infantry. 
Shortly after his return to civilian life 
in 1920, le joined the staff of SP’s Law 
Department at New York. In 1925 he 
was transferred to Washington, D. C., 
where he remained until his retirement. 


W, A, WORTHINGTON 


W. A. Worthington Dies 
Following Brief Elness 


FFOLLONING a short illness, W. 
\ fred Worthington, former vice 
dent who retired te June, 1942, died 
Dec. 25. He was 72. 

Worthington served more than 55 
years with Seatheru Pacific, starting at 
the age of 14, in March, 1887, when he 
became a stenographer and clerk to the 
superintendent of Sacramento Division. 
flere he had an opportunity to use the 
shorthand he had learned when he was 
ten. Before starting with the railroad 
he worked as handy boy and store clerk 
at the Huntington, Hopkins Hardware 
Company at 54 K Streez in Sacramento 
where he was closcly associated with the 
founders of the Central Pacific. 

Tn 1888 he transferred to San Fran- 
cisco where he became chief clerk to 
engineer, M of W; advanced to statis- 
tician in General Manager’s Office in 
1893 and in 1895 was named chief clerk 
in that office, He was executive secre- 
tary to the vice president in 1901 and, 
under the joint SP-UP system, went to 
Chicago in 1904 as chief clerk to di- 
rector, maintenance and operations. In 
1907 he became asst. to director and in 
1912 went to New York as asst. director 
of maintenance and operations. In 1913 
he was appointed vice president and 
asst. to chairman, New York, and re- 
turned to San Francisco as vice presi- 
dent in 1925, 


In addition to his SP offices he was 
vice president of SP’ de Mexico, presi- 
dent of Visalia Electric, chairman of 
the board of directors of Pacific Electric 
railway and a director of a number of 
other companies. 


His service with the’ Company -was 
the longest of any officerin the rail- 
road’s history and his nearly 30 years 
as vice president also set a record.. For 


more than 30 years he was a member of 
the national committee on Railway Mail 
Pay and was chairman of the group for 
20 years. In 1913 he became a member 
of the general committee of the operat- 
ing transportation division of the Asso- 
ciation of American Railroads and 
served as chairman of this and other 
committees acting in behalf of United 
States railroads. 


He was born at Vallejo, Calif, June 
18, 1872, and in 1905 married Sare 
Breen of Sacramento, who survives him. 


Operating Results 


(YOR THE cleven months ended No- 
vember 30, 1945, Railway Operating 
Revenues of Southern Pacific Transpor- 
lation System amounted to $552,358,068, 
or $24,296,535 less than the revenues for 
the same period of 1944; a 4 per cent 
a ase. 


During the same period, Railway 
Operating Expenses were $407,012,928, 
or $23,869,867 more than the expenses 
fur the sume pertod of last year; a 6 
per cent increase. 


Railway tax accruals, including $6: 
624,613 for Federal taxes, and $13,893 
788 for other taxes, toialed $78,520,40], 
or $45,038,440 less than such accruals 
for the first cleven months of 1944. After 
deducting taxes and $22,994,156 of net 
rentals for use of equipment and joint 
facilities, there was left Net Railway 
Operating Income of $43,830,583, or $4,- 
062,767 less than the Net Railway Oper- 
ating Inceme for the same period of 
1944; an & per cent decrease, 

Out of Net Railway Operating In- 
come, and Other Income consisting of 
dividends and interest on securities 
owned, rentals and miscellaneous in- 
come, must be paid the interest on bonds 
and equipment trust notes in the hands 
of the public, and other fixed charges. 
For the eleven months ended November 
30, 1945, the final result was a Net In- 
come of $29,876,907, which compares 


with’ a Net Income’ of $34,005,592 for 
the same period of last year, a decrease 
of $4,128,685, or 12 per cent. 


L. R. SMITH RETIRES 


ETIREMENT of L. R. Smith, asst. 
superintendent of Western Division, 
was announced 
Jan. 1, closing a 
railroad career 
dating back to 
1894 when he 
started as a clerk 
in the Passenger 
Dept. af a south- 
ern railroad. 
In 1904 he 
joined the South- 


ern Paeific sys- 
tem as chief 
clerk to superin- 
tendent on the GH&SA at San Antonio, 
Texas. He was prometed to chief clerk 
to general superintendent of lines in 
Louisiana at New Orleans in June, 1905, 
and in August, 1906, was named agent 
at Algiers Terminal, La. In March, 1907, 
he came to Pacific Lines as chief clerk 
to the superintendent at Oakland Pier 
and in 1909 became division train and 
station inspector. In July, 1910, he was 
named traveling agent on Western Di- 
vision and went to Portland as train 
and station inspector in 1914. He was 
appointed supervisor of transportation 
at SF in Sept. 1918 and became asst. 
superintendent at Stockton on the old 
Stockton Division in Oct. 1921. He has 
made his headquarters at Oakland Pier 
since 1938, 

During his Jong career, Smith became 
recognized as an authority on railroad 
operations and he was always ready to 
pass his knowledge on to others working 
with him. On several occasions he con- 
tributed articles on rail operations to 
national railway magazines, 


L, R, SMITH 


was awarded the Silver Star. 


DIED IN SERVICE 


» PREVIOUSLY reported miss- 
ing in action, First Lieutenant 
Raymond MeCarty, former 
brakeman on San Joaquin Divi- 
sion, is now listed among the 
war’s dead. When Gen. Wain- 
wright’s forces on Bataan sur- 
rendered, McCarty went as a 
leader of Filipino scouts of the 
Raymond C. MeCarly 45th Regiment, which has been 

highly commended by the gen- 
eral. While serving as commander of this guerilla band he was killed in 
action, April 10, 1942, according ‘to reports of a survivor of the scouts, He 


ANDREW GRANT is about to cut cake at party celebrating his 25th anniversary with 
West Oakland Laundry {see story below). Waiting to be served are (l-r]: Mary Wood, 
Borlia Senin, Margia Radd and Dorothy Ramer. 


Twenty-Fifth Anniversary 


Andrew Grant’s Long Service With West Qakland Laundry 
Recalls Growth of SP’s Annual Linen Cleaning Program 


ILVER anniversary as manager of 

SP’s laundry was observed by An- 
drew Grant, Dec. 10, at a party given 
by laundry employes at West Oakland 
Commissary, highlighted by the cutting 
of a large cake specially prepared for 
the occasion. 


Reminiscing about the laundry and 
his service there, Grant reflected that 
when he became manager on Dec. 10, 
1920, the laundry was only two years 
old, having opened in Sept. 1918 and 
that about 2300 pieces of laundry were 
finished daily compared with today's 
daily output of seme 40,000 pieces. 

When Grant started at the laundry its 
equipment consisted of six washers, five 
extractors, one tumbler, two flat ironers 
and six coat presses. Now the laundry 
boasts nine washers, nine extractors, 
two shaking tumblers, two dry tumblers, 
three flatwork ironers and 21 presses. 

Laundry for all dining cars and com- 
missary establishments on Pacific Lines 
is handled at this central plant which 
is regarded as one of the most complete, 
efficient and economically operated rail- 
road Iaundries in the country. Its de- 
velopment has kept pace with the Com- 
pany’s expansion and a tour of the 
establishment reveals the systematic 
operations that enable it to maintain its 
high output. . 

Briefly, this is the procedure followed 
in handling SP’s gigantic daily wash: 

On the dining car the waiter deposits 
the soiled linen in a laundry bag. A 
close check is kept on linens assigned 
to all diners and when the lanndry re- 


ceives the bay of soiled clothes the car 
is credited with the returned items. 
Then the processing begins. 

First the linens are counted and 
classified—napkins go in one bin, table 
cloths in another, coats in still another, 
and so on. Then into the mammoth 
washers for a good sudsing and from 
there to the extractors where all the 
water is pressed out. The shaking tum- 
Ller fluffs out each item and at the shak- 
ing table the wash is sorted with flat 
pieces (table cloths, napkins, ete.) going 
to flatwork ironers, and the more com- 
plicated pieces such as coats and seat 
covers going to the press ironers for 
final shaping. After ironing, each piece 
is hand folded and placed in stock ready 
to ge out on another trip. 

“Linen control” is a major function 
of the laundry, Keeping down the loss 


? 


list is an important item and Grant, an 
expert on linen accountancy, has a 
method of accounting for the supply 
that continually is lowering the replace- 
ment cost which at one time reached 
$100,000 a year. 

Seventy-five launderers keep the giant 
tubs rolling out fresh, white linens for 
table service, porters’ use and the vari- 
ous purposes involved in serving SP’s 
patrons. In addition 15 scamstresses, 
supervised by Forelady Flora Hughes, 
keep the linen in first class repair. 


Avoid Law-Breaking 
Hip-Pocket Lenders 


ee IP-POCKET lending” activities 
among some SP employes has 
been reported by the Corporation Com, 
missioner of California and he s: 
in many instances these transactions are 
iegal. The commissioner states that 
maximum legal rates by licensed lend- 
ers is 2 to 244 per cent per month on 
short-time loans, while “hip-pocket™ 
lenders are illegally extracting rates 
which amount te several hundred per 
cent annually. He has urged that em- 
ployes and their families report any 
such lending activities to the Office of 
Commissioner of Corporations, 110 State 
Office Building, Sacramento, California. 


New ticket offices for downtown 
Oakland will be occupied May 1, ae- 
cording to F. E. Watson, general pac- 
senger agent, Central District at Oak- 
land. The new location is on the north 
side of Thirteenth Street, between 
Broadway and Washington streets, just 
half a block from the present site, so 
the ticket offices will remain in the cen- 
ter of the downtown retail district for 
patrons’ convenience. Twice as mucli 
floor space will be provided-in the new 
location to take care of the travel needs 
of the expanding Oakland area. Wat- 
son reports that business transacted at 
the city ticket offices rose more than 300 
per cent between 1941 and 1945, 


EQUIPMENT IMPROVEMENTS were recently completed on buses operated by PMT 
‘on the Bisbee-Bisbee Jct. run. Shown below with one of the refinished buses is Gus 
Michaels, secretary of Bisbee Chamber of Commerce. Michaels is a former zail- 
toader, having worked for SP after World War |. He was secretary of Nogales 
Chamber of Commerce before going to Bisbee in 1935. 


SP Bulletin 


MAKING THE JOB EASIER — 


Time-Saving Tips on Handling Accounting Forms 


EDITOR'S NOTE: Tickets sold for 
trips on which passengers travel ot 
more than one railroad are known as 
interline tickets and the money received 
from their sale requires a different ac- 
courting method than that received 
from the sale of tickets where passen- 
gers travel only on SP nes. This article 
by W. W. Willson, auditor of passenger 
accounts, describes the accounting pro- 
cedure for interline tickets originating 
on SP and is directed to ticket agents 
and clerks to show the importance of 
correctly submitting Form 8380, During 
1945 Southern Pacific ticket sellers sold 
$100,000,009 worth of interline trans- 
portation of which about $40,000,000 re~ 
mained with SP, the remainder being 
apportioned to various lines throughout 
the country. Accounting for these sales 
starts with ticket agents in their reports 
mude on Form 8380 and is completed in 
the Auditor of Passenger Accounts Office 
in San Francisco. 

Willson .started railroading in 1904 
with an eastern line and came to SF as 
a clerk in Passenger Accounts Office in 
Oct. 1909. He worked as head govern- 
ment clerk, asst, chief clerk of Foreign 
Interline Bureau, asst, chief clerk of 
Home Interline Bureau and special ac- 
countant until Nov. 1941 when he be- 
came asst. auditor of passenger accounts, 
fle has headed that office since May 
1942 and now directs a staf? of more 
than 400 employes, 


APTER a passenger buys a ticket for 
a trip across the continent, have you 
ever stopped to think what the ticket 
seller dees with the money and how he 
takes it into account? Well, that trans- 
action sets in motion a whole series of 
accounting “operations, complicated by 
the fact that a passenger going from 
San Francisco to New York via the 
Overland Route, for instance, travels on 
at least three railroads besides Southern 
Pacific and each line receives its pro- 
portion of the fare collected. 


A primary function of the Passenger 
Accounts Office in San Francisco is to 
record and account for such receipts in 
systematic and orderly form, showing 
where, when and how they were accrued, 
This accounting is made possible 
through the coordinated efforts of ticket 
agencies all over Pacific lines and the 
final results are thousands of transac- 
tions representing the accumulated ef- 
forts of hundreds of employes. These 
transactions in turn involve hundreds of 
thousands of reports each year. 

Reports covering these transactions 
are known as “Daily Home Jnterline 

Picket Sales” or Form 8380, illustrated 
on next page. For each sale that is 
made, the agent completes one of these 


No. 4—Passenger Accounts 


By W. W. WILLSON 
Auditor of Passenger Accounts 


Ww. W, WILLSON 


forms and forwards it to Passenger Ac- 
counts Office. There the form is audited 
and all the railroads involved are 
credited with their share of the revenue. 
Form 8380 serves three purposes: (1) 
records SP home interline revenues 
whics in 1945 amounted to about $40,- 
000,000; (2) is the basis for computing 
payments to other carriers of their share 
of SP interline ticket sales amounting 
to $60,000,000 last year, and (3) pro- 
vides data for preparing more than 2,500 
bills a month against the U. S, Govern. 
ment for transportation furnished, a 
$42,000,000 item in 1945. It also is a 
basic record for compiling reports such 
as those required by Interstate Com- 
merce Commission and the Company. 
That’s a big responsibility for any 
operation and Form 8380 can fulfill its 
obligation only when it is properly filled 
out. Most of these reports reflect very 
careful and thorough preparation and 
the cooperation of agents in making 
ew ry effort to do them correctly cer- 
t-aly is appreciated. But under the 
yressure of handling SP’s unprecedented 
passenger load, errors may and do creep 
in, creating work that wouldn’t exist if 
the job were done right in the first place. 
Hf the form is properly completed that’s 
the last of it, but if not—well, corre- 
spondence, research’ and checking to 
correct the errors take a lot of time 
and only complicate the original job. 
Check the list of inaccuracies noted 
in the illustrations. These are the types 
of mistakes-that appear most frequently. 


Some may seem trivial, but when you 
consider that as many as 120,000 Forms 
8380 are handled monthly, these mis- 
takes, although none of them seems of 
great consequence, can add up to a lot 
of extra work. 

For instance take the apparently 
simple omission of agency number. For 
auditing purposes the forms first have 
te be sorted numerically which auto- 
matically places them in agency and 
geographical order. If the number is 
not shown, clerks in Passenger Accounts 
Office must take time to ascertain and 
post the number on the form. 


Another time-consuming item that 
ziay appear to be of little importance 
is showing names and addresses on the 
face of Form 8380, such as is shown in 
the illustration, This retards the ac- 
counting operation because when a form 
is received in APA reporting a ticket 
sale identical with a sale reported on a 
previous form by the same agency in 
the same month, we in APA transcribe 
the later sale to the first form. This 
saves a lot of time in auditing and re- 
cording the sales and apportioning the 
revenues to other carriers, but it can 
rot be done if a name and address is in 
the space. Of course if the agent wishes 
to keep the name and address of the 
purchaser on his office copy of Form 
8390, that is all right. 


Similarly, if names of carriers and 
junction points overlap into “Auditor’s 
Apportionment” columns they interfere 
with recording the division of revenue 
to affected carriers. 


Difficulty also frequently arises in con- 
nection with abbreviations shown for 
participating carriers and junction 
points. Initials of certain lies are very 
similar when hand-written, but when 
shown as specified in Rule 2010 (a), 
Circular 39-1 (a list of railroads and 
their official abbreviations) they can be 
distinguished immediately. If these ab- 
breviations are not shown exactly as out- 
lined in the rule the wrong carrier may 
be credited with revenue. 


These are some of the mistakes that 
cause a lot of headaches for all of us 
concerned with home interline account- 
ing. We know that agents, like all rail- 
roaders, are confronted with many diffi- 
culties and problems under present ab- 
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RIGHT AND WRONG WAYS of filling out Form 8380 are illustrated names of carrlers and junction points not confined to proper cal- 
here, showing some of the more common omissions and fnaccuracies  umns; nemes and addresses of passengers shown on face of original 
which cause Increased work. Form above (left) is correctly made reports; children's tickets reported as full fare: reference 40 govern- 


out. One at right shows errors made most often. These include: ment transportation requests, reduced fare orders, efc., not entered 
omission of agency number; name of state not shown after name in space “Account of"; unauthorized abbreviations for roads and 
of destination; class of transportation omitted or shown incorrectly; — junction points, and ticket numbers not reported correctly. 


normal conditions and that most errors 
that occur can be attributed to that. Bat 
by exercising the utmost care in com- 
piling these reports and eliminating the 
irregularities listed here, a lot of time 
will be saved and accounting and ap- 
portioning of passenger revenues will he 
greatly speeded up. 

Prompt forwarding of reports to Pas- 
senger Accounts Office also helps and if 
Form 8388, “Home Interline Report 
Envelope,” available for this purpose, is 
used it insures that the form quickly 
will reach the bureau responsible for its 
auditing. 


Bouquets were handed to Southern 
Pacific by one satisfied custemer when 
the Williams Fuel and Transfer Com- 
pany of Dunsmuir recently ran their ad- 
vertisement in the local paper advising 
they had on hand adequate stove and 
diesel oils to meet the winter's fuel 
needs. In addition to listing their sup- 
plies, the company stated they were the 
“largest local shippers by Southern Pa- 
cific—the Friendly Railroad.” 


FOR DISTINGUISHED SERVICE 


in war transportation, Southern Pacific 
men and women have been presented 
with a citation from Director J. M. John- 
son, Office of Defense Transportation, at 
the request of President Truman. The 
citation, reproduced at right was printed 
on a facsimile of President Truman’s 
letter of June 7, in which he congratu- 
Jated the millions of transportation 
workers for the war job they had done 
up to that time and expressed confidence 
in their ability.to carry out the “most 
gigantic task in all the history of trans- 
portation”—redeployment of troops from 
Europe to the Pacific via the American 
continent. 


| 


THE WHITE HOUSE 
WASHINGTON 


duno 7, 1945 
Dear Colonel Johnson: 


The transportation facilitiea of the nacion ere now 
called upon for the most gigantic task in all the history 
of transportation. The American armies must be moved from 
the victorious battlefields of Europe to meet and wipe out 
the tyranny of the East. In arder to do this job most of 
our soldiers will be transported the full length of the 
American continent. 


It required every transportation ingenuity to assenble 
our armies in Europe over a period of four years, ‘This time 
the job ie to be done in ten months. The contemplation of 
this taek would overtax our faith if we had not found dur= 
ing the course of this war that the impossible has become 
our daily job. 


Tam asking you to extend my congratulations to all of 
our transportation agencies~= and their millions of workers— 
on the results they have accomplished. At the same time exe 
presn my confidence in them for the greater effort that lies 
ahead. 


Sincersly your: 


Honorable J. i. Johnson 
Director E 
Office of Defense Transportation 5 eRVlGe red 
Washington 25, De Ce 


12TH ANNUAL CHRISTMAS PROGRAM of SP Club of San Francisco was held in 
General Office Courtyard the moming of Dec. 24, when a soggy morning failed to 
dampen spirits of still tha voices of hundreds raised in song (part of group above), At 
left, Vice President D. J. Russell, who delivered Christmas address, greets Santa Claus 
(Phit Young). Harry Langheldt was program chairman, Christie Browne led the Band, 
Hugh Williams ted the Glee Club. Harry TaMenham, SP Club pres., Introduced Rustell: 
Lucy Armaganian, Robi. Frith and Harold Martin were soloists, 


hrigtmas Prograns 


SP MEN AND WOMEN REJOICE AT PEACETIME YULETIDE CELEBRATIONS 


A TIEIR first peacetime Christmas in four years, South- 
ern Pacific employes, joined by many of their fellow 
workers who have returned from military service 10 their 
jobs, observed the 1945 year-end holidays at yuletide festivi- 
ties and programs all along Pacific lines. 

Typifying the spirit of the occasion was the gathering 
held in the General Oflice courtyard in San Francisco. 
Hundreds of workers gathered there io sing carols, listen 
ty songs and music by the glee club and band sponsored by 
the SP Club and hear Vice President D. J. Russell voice 
the sentiments of thanksgiving and hope held by all the 
SP family. 

“One great reason Jer rejoicing,” Je said, “is that ovr 
hoys are coming back to America and to the railroad. Nearly 
4,000 of our former associates who went to war have already 
returned to the Southern Pacific. We are deeply grateful 
for the service they rendered and it is a genuine pleasure 
te give them a warm-hearted welcome. 


“As the men returning from overseas pour in through the 
Pacific ports. we have the obligation 10 do our utmost to 


S? CLUB BAND (BELOW, LEFT) AND GLEE CLUB (RIGHT) WERE AMONG HEADLINERS ON GENERAL OFFICE CHRISTMAS PROGRAM 


speed them safely to their homes. This we are doing, as an 
organization, to the best of our ability. It is our final im- 
portant war job. 

“Looking to the future, we may well have a feeling of 
confidence. Trafic means jobs and we may expect that we 
will have a very busy railroad for some time. Nothing will 
do more to make that high level of railroad activity perma- 
nent than good and friendly service to the public.” 

For the first time since war began, outdoor Christma: 
irees were aglow at El Paso and Sacramento. At El Paso a 
40-foot tree, brought from Clouderoft, New Mexico, by B&B 
Dept. men, was set up in the park adjoming the Company's 
offces there. Another 40-foor trec, beautifully decorated. 
graced the lawn at Sacramento station, adding to the city’s 
colorful yuletide lighting scheme. 

On these and following pages are pictures taken at many 
of the parties. There were too many ‘pictures taken to he 
crawded into the pages that were reserved for this purpose 
in this issue. Tt is planned to print the remainder of them 
in the February Bulletin. 
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By GENEVIEVE CALLAHAN and LOU RICHARDSON 
Nationally known foods writers and consultants 


TH reason some girls have trouble 
with their cooking and housckeep- 
ing is that they don’t use their heads. 
Take that matter of measuring shorten- 
ing, for example. Instead of mashing 


Vive. MARGARINE 
oR ae 


T CUBE am 
BUTTER ™ 


butter or margarine into a cup to meas- 
ure, it’s much easier to do it by arith- 
metic—see chart. Remember it! 

Remember, too, after you’ve cut off the 
amount of butter or margarine you need 
for a cake, set the eube in a warm 
place so that it will be soft (but not 
melted) for creaming. 


TRY THIS CAKE -- 
SO EASY TO MAKE 


Measure each of the following in- 
gredients into a mixing bowl, but do 
not stir until all have been added: 

1 cup sugar 

1 egg, unbeaten * 

1 teaspoon vanilla 

4 cup soft butter or margarine 

(see chart for measuring) 
4% cup ground chocolate or cocoa 
14% cups flour sifted with 

1 teaspoon soda 

1 teaspoon baking powder 

42 teaspoon salt 

i cup boiling water 

‘Add ingredients in order given, put- 
ting in the boiling water last. Beat 
hard with a.spoon for 3.or 4 minutes. 
Bake in 2 greased and floured 8-inch 
Tayer' cake pans in a moderate oven 
(350°) for 25 to 30 minutes. Cool, then 
frost. with white or chocolate frosting, 
or put layers together with whipped 


cream. Makes a dark, moist cake— 
mighty good. 


WINTER LUNCHBOX IDEAS 


Cup of well-seasoned apple salad; 
peanut butter sandwiches; thermos of 
hot cocoa; fig newton cookies. 

Cup of potato salad with finely shred- 
ded cabbage or celery added for that raw 
taste; sardine sandwiches on rye bread; 
cup cake; hottle of milk. 

Cup of cottage cheese; liverwurst 
sandwiches; bag of potato chips; an 
apple; 2 or 3 dried figs or fresh dates; 
thermos of hot tea. 


DO RIGHT BY BABY 


Clean the living room at night, or 
when baby is asleep in another room. 
He doesn’t like the dust and germs 
stirred up with sweeping and dusting. 

e 


Wf baby's carriage is shabby, give it 
a coat of paint. For a canvas buggy, 
use awning paint—dark blue is a good 
color. For a leather-finished buggy, 
brighten the finish with the dressing 
that is used on automobile tops. But 
keep all paints and finishes away from 
straps and such where baby is likely to 
chew! 

° 

Hf baby doesn’t like his codliver oil, 
try keeping the bottle in the refriger- 
ator. The oil tastes better when cold. 

e 


If his bed is a clothes basket, fix a 
sturdy box for basket to rest on, Saves 
stooping; gives you a place to store his 
extra clothes and gadgets, 

° 


If his mommy has to carry him on 
shopping trips, give her a shoulder-strap 
pocketbook. She'll appreciate it greatly; 
find it convenient to use, 

° 


If you’re rushed, warm his canned 
food by setting can in boiling water; 
then open can carefully, spoon food 
right from can. 


HELL BE CRAZY ABOUT THIS SPOON BREAD 


Scald 2 cups milk in a double boiler. 
Stir in %4 cup corn meal and % tea- 
spoon salt, and cook, stirring, until 
smoothly thickened. Cover and let cook 
15 minutes longer. Cool slightly, then 
stir in 1 teaspoon baking powder, 2 
beaten egg yolks, and 1 tablespoon 
melted bacon drippings or margarine. 
Fold in 2 stiffly beaten egg whites, and 
bake in a greased shallow baking dish 
in a moderate oven (350°) 30 to 40 
minutes. Serve straight from the oven, 
right in its baking dish. Spoon it onto 
the plates and eat with gravy. Good, 
too, with butter and jelly. Serves 3 or 4. 


January 


QUEEN CANDIDATE IN recent Yic- 
tory Loan drive at Klamath Falls was 
Marie Dorlaque, daughier of A. J. 
Dorlaque, Shasta Div. engineman. 
Marie is an accomplished dancer and 
with her sister has made appearances 
at USO centers and before other 


groups. 


Industry Award of Merit, first of a 
series to be awarded by the Society of 
American Florists, last month was pre- 
sented to AAR President John J. Pelley 
in recognition of the American rail- 
roads’ outstanding war job and their 
future plans. The award is an engraved 
certificate and a large floral basket. The 
certificate reads: “The Society of Ameri- 
can Florists is privileged to present to 
the Association of American Railroads 
the Industry Award of Merit in recogni- 
tion of its outstanding and meritorious 
service as an industry during the period 
of World War II and its excellent pro- 
gram of reconversion for the peace.” 
This was the first of the monthly awards 
that will be given during the coming 
year by the Society to various industries 
for their war roles and their plans for 
the postwar period. 


Homecoming Dance, honoring re- 
turned veterans of World War II, will 
be held February 23 at the Breakfast 
Club; LA, by SP American Legion Day- 
light Post. The railroading legionnaires 
report that a name band will provide 
music designed for dancing. This is 
one of many social events planned by 
the Post's executive committee to bring 
together the veterans of both wars. 


Cover Picture, snapped near the 
Sierra summit a few days before Christ- 
mas, shows contrast in transportation 
through the snow country. At this sea- 
son of the year dog teams are used for 
off-trail hauling, but the 6,000 horse- 
power cab-ahead locomotives roll along 
on a clear tradk. . 


SP to Rescue as Towns 
Hit by Water Shortage 


HEN the reservoirs at North Bend 

and Coos Bay, Oregon, broke out 
Nov. 28, as a result of heavy storms, 
Southern Pacific came to the rescue of 
the cities’ residents by hauling water 
there in tank cars. Four fire cars were 
dispatched to the scene, two with steril- 
jzed water for drinking purposes and 
two with water for fire protection and 
watering engines. The cars with drink. 
ing water were spotted at two locations 
convenient to the townspeople and citi- 
zens fined up before them with all 
manner of containers. Meanwhile house- 
wives had set eut dishpans, tubs and 
buckets to catch rainwater to augment 
the supply. 


North Bend’s mayor, Roscoe B. Hazer, 
expressed appreciation to Supt. L. P. 
Hopkins in the following letter: 

“We don’t know where the order came 
from, but after all, that doesn’t really 
matter. The water supply for the city 
of North Bend was completely and sud- 
denly shut off, due to a break in the 
reservoir. This was a real catastrophe. 

“We assure you that your prompt a 
tion in this matter was greatly appreci- 
ated by the citizens of North Bend and 
it is a pleasure indeed to acknowledge a 
thoughtful service so quickly executed.” 

This was the second time SP has gone 
to the rescue of Coos Bay. Last year a 
switching crew braved the flames of a 
waterfront fire to move a train and 
clear the way for men fighting the fire 
which was threatening to engulf the 
entire business district of the town (see 
September Bulletin). 


MARCH OF DIMES 


THE nationwide appeal of the Na- 
tional Foundation for Infantile 
Paralysis, January 14-31, gives every 
American an opportunity to join in 
one of the great humanitarian cru- 
sades of modern times—the fight 
against poliomyelitis. 

With 13,000 cases reported last 
year, the aumber of polio victims 
rose to the fourth highest total on 
record and polio is one of the most 
expensive diseases known to medi- 
cine. Not only must many victims of 
past epidemics receive continuing 
care, but each year’s outbreaks add 
new names to the lst. Hospitaliza- 
tion costs for a single patient average 
more than $2,500 a year, depending 
on the severity of the attack. 
Through the March of Dimes, treat- 
ment and care can be assured for all 
victims and the program’s success de- 
pends entirely on the dimes and dol- 
lars given by the American people. 


a 


AN EARLY START on a railroad career 
is taken by Bobbie Griffin, son of 
Clerk Marion Griffin of Tucton yard 
office, who just returned from service 
with the Marines. Little Bobbie comes 
aaturaly by his rallroad inclinations, 
his grandparents being Mr, and Mrs. 
F. H. Sheid, both telegraphers at Dock, 


Victory Clothing Campuign to pro- 
vide 160,000,000 serviceable garments 
plus shoes and bedding for war victims 
in devastated countries is being con- 
ducted throughout January. From the 
donations made by Americans last April, 
in the first. clothing campaign, 25,000,- 
000 people in the war-tern countries 
were supplied with wearing apparel to 
help alleviate their suffering. But, ac- 
cording to UNRRA and other relief 
agencies working overseas, this is only 
a small percentage of the victims who 
need aid and these millions are in 
danger of perishing from exposure un- 
Jess we help. President Truman says 
that conditions are so appalling that a 
second appeal is imperative. When pre- 
paring your donation, tie shoes, boots, 
galoshes, overshoes, rubbers, mittens, 
gloves securely together in pairs; fasten 
together firmly suit parts such as 
trousers, vest and jacket, Churches, 
schools, clubs and other such central 
locations ure being used as local depots. 


Stork races with trains, ambulances 
or taxicabs often are reported, but when 
two storks start racing each other that’s 
headline news. According to Howard 
Bailey, Portland Div. Balletin reporter, 
two such birds, with long necks out- 
stretched and bearing precious bundles, 
zoomed through the night over Southern 
Oregon last month, At 10:42 p.m. Dec. 
10, George M. Joyce, asst. trainmaster 
at Medford, filed the following message 
to his boss, Z. T, Adams, trainmaster at 
Roseburg: “ZTA, Roseburg. Daughter, 
7:15 pam, date. GMJ.” At 11:09 p.m. 
Adams filed the following return mes- 
sage: “GMJ, Medford. Daughter, 7 
pounds, at 9:52 p.m. date. ZTA.” Both 
Sandra Charlene Joyce and Beatrice 
Lynne Adams are doing fine. 


ASSOCIATION OF RAILWAY TECHNICAL EMPLOYES held their annua! banquet at Hotel Claremont in Berkeley, Dec. & 


Technical empioyes from Chief Engineer's Office, Motive Power Dept., Valuation Dept., and Division Engineer's Office of 
Western Div. were prasont. Frank E. Madden, president of the Motive Power Chapter, ARTE, was master of coremonies 
and short talks were given by E. C. Kinnear, general chairman, and E. Mohr, president. 


KEEPING IN TOUCH WITH OUR SP FAMILY 


here and there along the line 


Portland Division 


Head Reporter: Howard Bailey 
Supt's. Office 

Another enthusiastic bond rally was 
held at Brooklyn December 12, at which 
time it was atmounced that bond sales 
to date for the shops had totaled $15,125 
cash and $20,928 payroll deductions. 
Roland Smethurst of Timekeeping Bu- 
reau acted as master of ceremonies, in- 
weducing Supt. L. P. Hopkins, who 
welcomed returning servicemen. Prin- 
cipal speaker was Lt. Bertha Rae Evans, 
Navy Nurse, a Portland girl who had 
spent 37 months in Japanese prisons. Lt. 
Evans wears the Gold Star, which is the 
highest decoration given io women; the 
Bronze Star for Valor, an Army citation, 
the Philippine Liberation Ribbon; and 
the Pre-Peart Harbor Ribbon. 

Recently elected officers of Especo 
Lodge 1262 Brotherhoud of Railway 
Clerks include Howard E, Bailey, presi- 
dent; Max G. Cogill, vice president; 
Ralpk P. Davis, financial secretary; 
Frank Charboneau, treasurer; June M. 
Nugent, recording secretary; Maxine 
McAllister, chaplain; Carl O. Jaekle, 
inner and outer guard; and Viola Earn- 
heart, sergeant at arms... . A lunch. 
hour surprise party was held at Portland 
Park Street station Nov. 26, honoring 
the 70th birthday as well as the retire- 
ment from service of Warehouse Fore- 
man W. F. Klineman. Feature of the 
celebration was a large birthday cake 
baked by one of the girls in the office, 


Mary Strous, pretty stenographer in 
Supt’s Office, Portland, was standing in 
the Union Station waiting reom whcn a 
handsome ‘soldier, a total stranger, ap- 
proached her, “Lady,” he said, “there's 
something on your eyelid—just close 
your eyes a second ‘and I will fix it.” 


ITH this issue, the Bulletin re- 

sumes publication of news items 
about SP men and women along the 
railroad. This popular feature did 
not appear in the magazine during 
the war years because of the need 
for space te record, as completely as 
possible, the experiences of our more 
than 20,000 employes in the armed 
forces. Now, with these men and 
women returning to the railroad in 
ever-increasing numbers, it is pos- 
sible 10 bring you more news bits 
about you and your fellow-workers. 
If you have any items of general 
reader interest, it will be appreciated 
if you will submit them to your local 
Bulletin reporter—The Editor. 


Surprised by the sudden approach, Mary 
obediently closed her eyes, whereupon 
the soldier planted a hearty kiss upon 
her lips. “Ivll work every time, lady,” 
was his parting remark as he rejoined 
his buddies. 

Former yardman Allison A. Ploss dis- 
embarked at Portland Nov. 20 wearing a 
flock of overseas ribbons and battle 
stars. After a short visit at the office he 
left for Idaho to enjoy a belated Thanks 
giving dinner with his parents. He will 
return to duty at Salem shortly. ... With- 
in the last month Park Street station 
has welcomed back six boys from mili- 
tary service. They are Joe Sharff, cashier 
clerk; Lawrence King, switch clerk; Jer- 
ry Card, timekeeper clerk; Charles Stan- 
ley OS&D clerk; James Drake, waybill 
record: clerk; and Vincent Barnes, ad- 
vance clerk... . Eugene announces the 
return of thirty-three employes from 
military service, many: of whom have 
spent two years-or more overseas... 
Christmas :cards postmarked: Tokyo. and 


bearing pictures of Mt. Fujiyama were 
received by friends of Warren V. Kockx, 
former clerk in the MofW office at Port- 
land, now with the Navy. Cards also 
were received from Capt. James W. Gam- 
well, former stenographer in Supt’s Of- 
fice, now in charge of the Officers’ Club 
in Calcutta. 

Motive Power Dept. at Eugene held a 
dance at the W.O.W. hall Dec. 6 with a 
large attendance. . . . Lewis K. Byrd, 
brakeman, discharged from the Navy 
Nov. 5 is expected back on the board 
soon. He is taking a well-deserved rest 
after 40 months assisting in the inva- 
sion of Saipan. Iwo Jima and other 
islands, as well as the occupation of 
Japan. He was pharmacist mate 2nd 
class. . . . Alexander DeBolt, section 
Jaborer, is back to work after three 
years in the Army. He wears the Asiatic 
Pacific Campaign ribbon with 8 stars, 
as well as several other ribbons and 
medals. 


Tucson Division 


Head Reporter: Leroy Magers 
Supt's, Olfice 


The first thing we'd like to do in our 
new column is extend greetings to all 
“Our Gang” still in military service. We 
haven’t issued another “Our Gang” Jet- 
ter because of constant changes of ad- 
dress and the number of you who are 
being released from military service. We 
want to answer the letters we have re- 
ceived just as soon as possible and ask 
you to pardon any delay. 

Among those who have returned from 
military service are: Harry Abbott, Ar- 
turo N. Aguilar, Wm. H. Fowler, Sam S$. 
Gillespie, J. R. Griffith, Marshall Jarratt, 
J. M. Johnson, C. J, Lowe, Francis New- 
man, C. W. Penny, Mike:L, Quihuis, Joc 


px) 


S. Quiroz, K.-M. Walker, James Wein- 
zapfel, H, T. Ankerson, Phillip Grace, 
Jr, Howard L, Haage, Robt. L. Hall, 
Lloyd E. Johnston, Jeff E. Joines, Tony 
Sainz, Nick J. Shepherd, Tony and Chris 
Tsaguris, Ross H. Elliott, Turner. J. 
Ferro, George E. Leslie, Robt. G. Me- 
Ewen, Arthur J. McGuire, M. W. Wood- 
mansee, John Backe, Carlos Caballero, 
Julius W. DuBose, Tilbert W. Embry, 
Wm. W. Lee, Glenn H, Lozar, Anthony 
A. Teal, James E. Weaver, Marvin 
Goldsby, Jimmy Goldthorpe. We'll list 
some more in our next column. 


Trainmaster J. C. Slade decided to 
sell an oil heater he couldn't make use 
of so put an ad in the Tucson papers. 
Early next morning his next door neigh- 
bor came over and bought the heater. 
Apparently there is a moral in this story 
or maybe it’s the old Chinese proverb 
which says, “He who don’t gossip over 
fence never learn anything.” 

No use telling about those: whe have 
been sick as that would be almost every- 
one in the office. Some of those who 
didn’t stay home should have and prob- 
ably would have if there had been 
anyone left to do the work. Nearly 
everyone has returned now and lets hope 
it doesn’t happen again. 

Signal Maintainer Curtis M. Nuttall 
of Dragoon is proud of the fact that his 
daughter, Dixie Lee, won the 4-H State 
Clothing Achievement Contest and is 
one of the twelve national winners who 
will receive a trip to Chicago and a 
$200 scholarship which may be used in 
any school. 


Signal Helper Wm. C. Sipes at the 
age of 25 was a full colonel and com- 
mander of the 303rd bomb group in 
Europe. He has decided to stay with 
the army and has enlisted as a master 
sergeant. Sipes was given the Croix De 
Guerre by France and the United States 
recognized his contribution to the war 
by presenting him with the Distin- 
guished Flying Cross, the Air Medal, 
the Bronze Star, Presidential Unit Cita- 
tion and the Air Offensive Medal. 

We would like everyone who hears of 


something that would he.of interest to 
our -division employes .and others to 
send the item and a picture if possible 
to us. ‘We want our column to be inter- 
esting to all our readers but will need 
lots of help, and here’s hoping we get it. 


Shasta Division 


C. E, Sirianni 
Supt’s. Office 


ASSISTANTS: Aurora Baca, Dunsmuir; 
Frank Peyton, Klamath Fails. 


Head Reporter: 


Our annual Christmas Party at Duns- 
muir was a big success with a large 
turnout to enjoy the festivities at Town 
Hall. Santa Claus (Cam Sirianni) ap- 
peared on schedule and carried out his 
yearly good deed by distributing gifts 
to all. Master of Ceremonies Art Stieg- 
Jer called on Supt. G. H. Kilborn, Asst. 
Supt. F. W. Cantrell and Div. Engineer 
J. E. Wheeler, who extended Holiday 
greetings. The serving of homemade 
cake and punch completed the two 
pleasant hours. 

Dual congratulations were extended 
on Dee. 6 to the Howard W. ENiotts on 
the birth of a son, and the E. J. Wilsons 
on the arrival of a daughter. Elliott is 
B&B foreman, Wilson is B&B traveling 
carpenter... . David M. Branch passed 
away Dee. 2. He was a boilermaker at 
Dunsmuir. 


SD@AE Railway 


J. W. Grosdidier 


Head Reporter: 
San Diego 


After nearly 20 years of “temporary” 
assignment to the SD&AE, D. L. Me- 
Naughton left San Diego (as chief clerk, 
Military Service Bureau) and returned 
to SP as traveling tariff inspector at 
San Francisco. He came to the SD&AE 
in 1926 as commercial agent at El] Cen- 
tro. His departure was marked by a 
farewell dinner by S. A. Lamey, train- 
master, and other members of the Oper- 
ating Department. Bruce Adams, travel- 


VICTORY BOND BOOTH at El Paso 
Shops added $18,000 to recent Bond 
drive, The booth was moved fo each 
department for convenience of em- 
ployes, Photo taken in machine shop 
shows Nell Elliott, steno, who fyped 
names of purchasers, and Machinists 
Travis Merritt (left} and Clyde Cox. 


ing pass. agent, was made chief clerk 
of Military Service Bureau. Other pro- 
motions included: Mannie L. Adler to 
trav. passenger agent; J. B. Bartlett to 
passenger agent; F. W. Piepenbrink, 
from ticket clerk to chief clerk, Pull- 
man Reservation Agency. 


Francis M. (Red) Wangler has re- 
turned to work in the ticket office after 
serving in the Navy as chief pharm. 
mate. Red was in at the invasion and 
surrender of the Palaus and the air 
evacuation of Iwo Jima. Has two sons 
and a daughter, all in military service. 
He met one of his sons in Guam while 
he was enroute to the States... George 
M. Scott returned to San Diego freight 
house office after serving as corporal, 
Inf. 76th Divn. Was in the Rhineland 
campaign, Battle of the Bulge, and in- 
vasion of Germany... Also back at 


GOING-AWAY PARTY for Soph Ann Schoenauer (4th from tefl, front row), timekeeper, PFE Accounting Dept., SF, was 
given by her friends from PFE headquarters Nov. 29, when she transferred to Los Angeles. Soph Ann is seated between 
Wm, Frith (left), master of ceremonies at the party, and W. H. Rogers, auditor, PFE. 


MACHINISTS LODGE NO. 392, Ei Paso Shops, held a "chuck-wagon’ picnic at McKelligon’s Canyon, with 250 shopmen 
and friends attending. Local Chairman J. B. Black was master of ceremonies and honored guests were Machinists J. A. 
Campbell and H. J. Sherwood, who just retired {see picture on page 31}. Speakers were Dan Duke, acting mayor of 
Ei Paso, and &. Guinn, county attorney. Music was furnished by the Shops Tipica Orchestra. 


the freight house is Jack Wilkinson, 
staff sergeant, Inf. 83rd Divn. He was 
in five major campaigns in Europe. 
Heard from in military service: Fred 
L. Edwards, (B&B Dept.), warrant of- 
ficer, 98th USN Constr. Batt., enroute 
to U. S. from Japan, hoped to be home 
by Christmas; Gerald J. Wolfe (Yard 
Office), pvt. 111th Port Marine Maint 
Co. in the Philippines, says he’s “sight- 
seeing’; Alton J. Dickerson (section 
foreman}, pvt. 475th AAA, in the Philip- 
pinss—due to get out and just awaitin’. 


Stores Department 


Jack Griffin 


Head Reporter: 
San Francisco 


Back from imilitary service in General 
Storekeeper’s Office, SI, are Stan Dorfer, 
tracer clerk, and Kenneth Hughes, rail 
and track material clerk. Stan was in 
the Army three years, most of the time 
in the European theatre. He acted as 
interpreter for Gen. Rickard, who was 
in charge of supplies for Gen. Simpson’s 
9th Army. His itinerary included Berch- 
tesgaden, Munich, Pilsen and Frankfort. 
Hughes was in the Navy four years, 
spending most of his time on a troop 
transport in the Pacific... . Another 
Stores Dept. veteran just returned from 
military service is Michael Santi, price 
and file clerk at West Oakland Station- 
ery Store and Bulletin reporter for that 
office. Santi came out of the Army as 
staff sergeant after nearly four years’ 
service, including a part in the Aleutian 
campaign, and 27 months’ overseas. 


Los Angeles Stores A. J. Lafranchi 


- Recently returned from the battlefields 
are Eddie Barraclough, lift track oper- 
ater; Bob White, stockman's asst.; 
Andrew Salazar, welder; Jake Milazzo, 
commissary attendant; Fred Edwards, 
foreman’s clerk; Robert Pennington, 
foreman’s clerk; Howard Gebhart, lift 
truck operator; and Del Williams, stock- 
man's acct. Reported out of service but 
not yet back to work are: Howard Mc. 
Conaughy, Ray Bertelson, Forrest New- 
come, and Daniel Cochrane. 

Currently pacing the Southern Pacific 
Mixed Doubles Bowling League are the 
“Larks,” closely followed by the “Un- 
lucky Four.” Highlights thus far are 
Ted Peterson’s 650 series for the men 
aud Eve Thrasher’s 484 for the girls. 
High single game of 222 is held jointly 


by Herb Otto and Ted Peterson whi 
Neva Ravelli’s 192 is tops for the glam- 
our gals. An oddity in bowling is genial 
Joe Obrzut’s recent feat of kegling con- 
secutive games of 147-147-147 in league 
play. 

Retiring after 27 years’ service with 
the Stores Department is M. J. “Mike” 
Mullin, section stockman at Store 2. 
Mike is well liked by his fellow em- 
ployes and we wish him many happy 
years as a country gentleman at his 
home in Arcadia. ... Recent promotions 
in the Stores are: D. Scaceia to section 
stockman, Frances Wilson to compt. 
operator, Barbara Newton to requisition 
typist, Bill Gray to section stockman, 
and W. E. Swartz to storekeeper, Tay- 
Jor Store. 


West Oakland Stationery M. Santi 


Cpl. Donald M. Glen (store helper), 
visited the store last month, and told us 
he hoped to be back ta work shortly 
after the first of the year. Don partici- 
pated in the invasion of France and 
Germany... . Mary Lipanovich, helper, 
was wished “many happy returns” when 
she celebrated her birthday on Dec. 6, 
. .. Letha Jane Grothman, helper, is 
rapidly recovering from an operation at 
General Hospital. 


Sacramento Shops 


Head Reporter: Fred Moseley 


ASSISTANTS: W. 3, Lambert, R. R. 
Johnson, John F. Davis; D. L. Joslyn, 
photographer, 


Employes at the Shops have suffered 
a great loss with the passing of A. B, 
Wilson, our supt. of motive power. He 
was a real man and a great railroader 
who came up through the ranks from a 
machinist apprentice. During the war he 
did a gigantic job in providing equip- 
ment to move our war trains. We will 
miss this man—so quiet in appearance 
and manner, yet a man of action who 
had 2 great ability for getting :things 
done. 

Two men who have earned the com- 
pliments of their fellow workers are 
Robert Vargas, machinist, and Fred 
Hensley, machinist helper, first aid men 
and operators of our ambulance. These 
mercy men are on call at all times to 
assist the Injured and sick at the Shops 
and Stores. Charles Noyes, retired 
machinist, visited the Shops ‘recently 


and says he still enjoys his dancing 
twice a week. 


Among the service men we recently 
welcomed back to the Shops are: Gor- 
don W. Wheeler, machinist apprentice 
who served_with the Marines for five 
years, and Donald W. Kilfoyle, machin- 
ist apprentice who spent two years with 
the Navy. 


Los Angeles Shops 


Head Reporter: Leo D. Temple 


ASSISTANTS: E, R. Stephenson, Doro- 
thy McMutllin, F. A. Elliott, A. C. Fraser, 
Vito Giamoictro, H. E. Costello. 


Losing from ten to forty pounds has 
“streamlined” most of our returning 
vets, Exception is Lloyd Starr, who 
despite his experiences, has maintained 
his “George Atlas” appearance... , Ro- 
bert Messenger of MP&C Dept. became 
ill subsequent to his discharge from the 
Army and is now in Veterans’ Hospital 
for treatment of an ailment contracted 
in the South Pacific. All of his friends 
wish him a speedy recovery, 

Among the many men who were wel- 
comed back to the shops after complet- 
ing military service were: Phillip Wood, 
boilermaker helper; Rollin Wilcoxson, 
machinist; Albert Hopkins, boilermaker 
helper; Lloyd Starr, clerk; Earl Thomas, 
painter; Otto Hartz, machinist; Arthur 
Oakes, mach. helper appr.; Howard 
Mabee, mach. helper appr.; Oliver Riley, 
boilermaker; Kay Anderson, mach. 
helper appr.; Joe Augustine, sheet metal 
worker; Andrew Kallman, clerk; Law- 
rence Rodriguez, frt. carman; Lawrence 
Burck, Jr., blacksmith helper; Eugene 
Stephenson, secty. te supt. MP; Joe Can- 
zoneri, piper helper; Jack Richardson, 
sheet metal worker helper appr.; John 
Boonstra, frt. carman; Lawrence Bleich, 
piper helper appr.; Richard Boyd, mach. 
helper; Doyle Thompson, piper helper; 
David Hodsdon, sheet metal worker; 
Ray Hamilton, mach. helper; Clarence 
Lamb, piper; Chas. Wall, mach. helper; 
Glenn White, sheet metal worker; John 
Baxendale, boilermaker helper; Damon 
Durham, mach. helper appr.; Dick Car- 
lisle, _boilermaker helper; Carl -Heuk- 
sodt, mach. helper .appr.; Ivy Miller, 
carman helper appr.; Thos. Walkup, 
carman helper; Irvin Hoyal, upholsterer; 
Paul Marcuson, clerk; Harold Mountain, 
skeet metal worker (more next month). 


General Office 


Freight Traffic Carol Machol 


The old year certainly ended with a 
bang around the office, with a suecess- 
ful Christmas party and plenty of cheer- 
ful holiday season spirit. ... Had a very 
welcome visit from Capt. Ken Koeber, 
on furlough from his job of instructor of 
Army personnel in Austria. . . . Bob 
Wheeler, only back with us since Noy. 8 
after three years in service, has left 
again, but this time by reason of a pro- 
motion. Bob is now chief clerk in our 
Bakersfield office. . . . Girls of Freight 
Trafic got together for some Christmas 
fun, Dec. 21, at Naucy Postel’s house, 
for an evening of spaghetti and meat 
balls and conversation. ... Freight Traf- 
fic personnel had an opportunity on Dec, 
18 to have a little party. Reason: Nita 
Jeffress, head of the file room, and her 
assistant, Alice Durfee, arranged many 
years ago to have their birthdays on the 
same day, so we all shared in the cele- 
bration by stuffing ourselves with a 
really delicious cake. ... Walt Gregory, 
recently returned veteran, is heading 
down Stanford way to continue his edu- 
cation. He intends to take up law and 
hopes to come back to the SP Law Dept. 
... Eugene Doyle is back with us after 
several years’ service in the Navy, work- 
ing now in the Manifest Bureau. 


Freight Claim ALL, Fritz 
Congratulations to Charles J. Mul- 
downey, Jr., recently discharged from 
the Army, and Virginia Greves, who 
were married Nov. 29....A hearty wel- 
come home to Steve Gilseman, Ben 
Freshaman, discharged from the Army; 
Joe Bini from the Navy, and Earle 
Fletcher from the Seabees... . To Flo- 
rence Watson, W. E. MeQuitty, Dare 
Moregon, M. J. Holl and J. E. Kogler: 
here’s hoping for quick recovery from 
illness... . Wishing 2 Happy New Year 
to Jim Halsing, Danny Shea, Al. Stura 
and Bob Pratt, still in military service. 


Motive Power Gene Egan 


Joe Swaniz, head car clerk, had more 
items for sale in the last SP Club’s 
Trading Post than anyone else... . Cac- 
sar Baldassari, former draftsman and 
past president of the SP Club left the 
company a few months age to sell rail- 
way equipment. . . . Dorothy Nicholas, 
asst. head file clerk, was in charge of 
our Christmas party. The commitice 
consisted of Bob Trickey, Betty Me- 
Kenzie, Anne Bruce, Mary Dowdall, 
Frank Leaver, Gerry Holt, Lura Schaef- 
fer, Florence Patton, Vela Harper, Ed 
Mohr and Gene Egan, . . . The Motive 
Power “Mailbag,” a monthly news let- 
ter to our GI Joes, went to press for the 
last time last month. Congratulations to 
Editor Anne Bruce and all her staff for 
work well done. Its news items will he 
missed but we now have the “Here and 
There Along The Line” feature in the 
Bulletin to look forward io. .. . Back 
from military service are: Walter A. 
Lampson, draftsman; Henry F. Ricker, 
general clerk; Charles G. Barber, gen- 
eral clerk; Kenneth M. Snow, drafts- 
man; Edgar Thompson, draftsman; Bert 
Cole, draftsman, and Leslie M. Glock, 
draftsman. 


Telegraph Department 


Miss “Pat” Dowd 


Head Reporter: 
San Francisco 


Helen Mullen, former chief telephone 
operator, whose retirement after more 
than 50 years’ service was announced in 
the November 1945 Bulletin, was visited 
in her Corte Madera home just - before 
Christmas by A. W. Flanagan, supt. of 
telegraph; A. E. DeMattei, asst. supt. 
of telegraph; and Anna Salmon and 
Carrie: Tibbitts, asst. chief telephone 
operators. Helen was presented with a 
gift and a scroll bearing the signatures 
of her many friends throughout the 
Company... . Kathryn Dolan and Mary 
Begley, two of our genial telephone op- 
erators at West Oakland, retired Dec. 1. 
As soon as they become accustomed to 
their role of ladies of leisure, their for- 
mer coworkers are planning a dinner in 
their honor. 


“DW”-Portland Margaret D. Lynch 


L. V. Hawkins and David Hefner, 
printer machine operators, are back on 
their respective jobs after having served 
in the armed forces. ... The David Hel- 
ners are also the proud parents of a baby 
boy bern November 25, The mother is 
the former Ruth Weatherbee who was 
a printer machine operator in the “DW” 
office for several years, also former 
Bulletin reporter. . . . Lucille Cormany 
Mills, printer machine operator, “JO” 
office, is happy over the return of her 
husband from Europe. 


Sacramento Division 


J. A. Collins 
Supt’s. Office 

ASSISTANTS: G. F. McCormack, asst. 
div. engineer; W. W. Boyd, dist. time- 
Keeping; Madeline Garrison, “Sparky” 
Heilbron, Roseville; J, O. Johnston, 
Gerber. 


Head Reporter: 


Storms through November and carly 
December deposited heavy snows on the 
Sierra mountains, Icaving 36 inches at 
Emigrant Gap, six feet at Troy, six feet 
at Norden and 28 inches at Truckee. 
‘These snow depths, spread over 40 miles 
of double track line, required prempr 
movement of rotaries, flangers and 
spreaders to keep the lines clear for 
operations. Such depths so early in the 
season were unheard of in division rec- 
ords for the past 30 years. Supt. Jen. 
nings seemed right at home in the snow 
when supervising the clean up. 


At midnight of November 27 the 
MofW: Dept. completed the last seg- 
ment of the 690-foot long concrete dam 
at Lake Angela above Norden. This 
needed structure will permit a lake stor- 
age of 71,000,000 gallons, all of which 
will be required for locomotive, domestic 
and fire protection purposes. It was con- 
structed under contract by Morrison- 
Knudsen Company under direction of 
Division Engineer Turner. Interesting 
feature was the need to wait until the 
lake water had been reduced to below 
foundation level and then construct and 
complete the dam before the winter 
storms struck the mountain. The snow 
came very early, but with well laid plans 
the. project was completed. Six days 
after completion of the dam, storms had 


WALTER M. COOPER (second from 
left}, clerk in Aud. Mise. Accts., SF, 
retired Dec. 31 after nearly 30 years’ 
service. He started in E911 in the Ace 
counting Dept, of the EP&SW in Et 
Paso, came to SP at San Francisco in 
1924, With Cooper in picture are (I-r}: 
D. R. Love, chief clerk, bills collect- 
ible bur.: George Nelton, aud. misc. 
acts; F. T. Collins, chief clerk, A.M.A. 


W. E. FORSYTH {left), towerman at 
Elvas (Sacramento), retired in No- 
vember afier 44 ysars' service. The 
veteran probably saw more trains go 
by his tower in the 38 years he was 
there than any other towerman, Con- 
geatulating Forsyth is Supt. M. L. 
Jennings, a long time friend, 


laid an additional 42 inches of snow 
at Angela. The crest of the dam is at 
elevation 7194, 

One of the major improvements on 
the division has been on the 113 miles 
of west side valley track from Davis to 
Gerber. This project has become Di- 
vision Engineer Turner’s. number one 
hobby through the able supervision in 
the field of A. A, Gulley, roadmaster at 
Orland. These men are very proud of 
the west side project with standard 
roadbed section, full ballast, substan- 
tial tie and rail structure’and near per- 
fect alinement, improved signal spacing 
and every structural feature that fol- 
lows Southern Pacific standards, 

The Engineering Department is happy 
to welcome the following boys back 
from military service: J. W. Ferguson, 
head draftsman; J. W. Vickrey, instru- 
mentman; Henry J. List, draftsman. 
Ferguson saw service in the European 
area; Vickrey was with the Scabees in 
the South Pacific; List saw service in 
China, Burma and India. 


Arch Webb 


Robert Tummins 


Willard Jewell 


OVER 130 YEARS OF RAILROADING have been chalked up by the three veterans 
shown above, whose names recently were added to the retired list. Arch Webb, 
who was asst. gen. yardmaster, SF, came to SP in 1918 but has more than 40 
years’ railroading to his credit. Robert Tummins was 9th on South Line-Rio 
Grande Div. engineers seniority list when he retired after service that began on 
Nacozari RR in 1902. Later he was fireman on the old EP&SW, and since 1913 
has been engineer. In recent years he was on the Douglas yard-C&A smelter run. 
Like many other railroaders he stayed on during the war years, although eligible 
for retirement. Willard Jewel], Salt Lake Div. passenger brakeman, last month 
completed over 50 years’ service with SP, starting his career on April 1, 1895. 
He is well known all over the Salt Lake Division. 


Salt Lake Division 


Hugh O'Neil 
Div. Eng. Office 

ASSISTANTS: Max Gardenswartz, Eddie 
Flores, Daie Giannotti, Sparks; Alberta 
Ward, Montello; Hi. B. Lukey, Imlay; 
Dorotha Moore, Carlin. 


Head Reporter: 


Principal commodities presently orig- 
inating on Salt Lake Division include 
canned goods, grain products, livestock 
and ores... . The Eagle-Picher Com- 
pany is establishing a $400,000 plant at 
Clark for manufacture of insulating ma- 
terial processed from diatomaceous (sec 
your nearest dictionary) earth... Imlay 
tlubhouse has been completely reno- 
vated. 

A hearty “welcome home” to the fol- 
lowing who returned from military ser- 
vice to resume work with SP: Carl 
Cottle, boilermaker helper apprentice; 
Hans C. Hanson, electrician helper ap- 
prentice; Leon Felt, machinist helper 
apprentice; Melvin C, Harvey, machin- 
ist helper; Wesley Taylor, M. of W. 
clerk; Edward E. Roberts, brakeman; 
Loren T. Doxey, machinist helper; 
Henry A. Nielson, power plant attend. 
ant; Elvin J. Richardson, machinist 
helper; Stewart L. Stanley, boilermaker 
helper; Wayne E. Smith, pipefitter; 
Vern D. Bedell, machinist; Lee D. Rob- 
bins, machinist; Helmer W. Hancock, 
machinist foreman; Clifford W. Humph- 
ries, signalman; Caughn E. Keele, yard 
clerk; Ralph L. Ahlberg, brakeman; 
Mathwell W. Corbiere, fireman; Arthur 
W. Garrett, timekeeper; Vernon M. 
Allen, voucher clerk; Jack Edwards, 
cost analyist; Arthur G. Tobias. brake- 
man; John W. Bradley, Jr. fireman; 
Armold M. Saxton, brakeman; Elwin S. 
Elewood, timekeeper; Robert E. Enger, 
telegrapher; Cecit L. Curry, carpenter: 
Albert N. Galvin, brakeman; Angelo 


Aguirre, carpenter; John G, Wilson, 
mechanic; Alvin R. Bradford, pumper; 
Robert M. Long, laborer; Howard J. 
Kley, brakeman; Bascom W. Vaughan, 
trackwalker; George G. Jones, signal- 
man; and Edwin S. Ballingham, signal 
maintainer. 


William R. Chick, cost analyist, Di- 
vision Engineer’s office, Ogden, is on the 
Ogden city-wide bowling tournament 
committee, Besides Bill, SP bowlers at 
Ogden include Charles McBride, shop 
foreman, and Victor Elliott, B&B fore- 
man... . Louis EH, Baukol, asst. engi- 
neer in Division Engineer’s office, Ogden, 
was one of a class of 92 to receive the 
32nd_degree in the Masonic Order in 
Salt Lake City. 


After an existen e of 25 years the 
Ogden SP Christmas Savings Club has 
discontinued business. The club was 
started in 1920 by Arthur D. Kingsford, 
lease clerk, with a membership of six. 
The club boasted 60 members in 1926. 
At the time of its disbandment it had 
27 members and J. W. Knight, car clerk, 
was manager, 


Ogden was the scene of three Christ- 
mas parties for SP employes. Turkey 
dinner and a program featured the large 
party in the Ogden shops; a banquet 
and dance was held by the SP Old 
Timers; and the Superintendent’s Office 
was host to 150 employes on Dec, 24 at 
a turkey dinner. Program at the Super- 
intendent’s Office included: Reading by 
Violet Hall Grix; tap dance by Donna 
Wilkinson; cowboy song by Audrey 
Garner; xylophone solo by Kenneth 
Trimble, impersonations by Don Soel- 
berg, and cowboy songs by Leah Stubrt 
and Jean Hassell. 

On the arrival of a box car at Mon- 


tello, Joseph Freestone, carman, found 
two live minnows, apparently enjoying 


SP Bulletin 


life, swimming around in’ the journal 
box. The minnows were displayed in 
the Montello roundhouse office for sev- 
eral days. Incidentally, the car had a 
hot box at Nardi and Conductor C. H. 
Malone doctored it with the only avail- 
able cooling agent at hand, his dish 
water from ihe caboose, 


Coast Division 


Russell Green 
Supt’s. Office 


ASSISTANTS; Marian Milroy, div. time- 
keeping; Domenica Barbera,’ supt’s of- 
fice; June Sindici, Motw, SF; Myrtle 
Gorman, local freight, SF; Dave Marx, 
Watsonville Jet; R. ‘McClintock, Dale 
Blossom, S. W. McCarley, San’ Jose; 
Harold Jaeger, San Luts Obispo; Fred 
Romani, Bayshore. 


Head Reporter: 


Time was a little short to get our di- 
vision news staff in operation for this 
issue, but by the time the February 
Bulletin is ready to go to press we hope 
to bring you a lot of news about people 
and events ail along Coast Division. 


Among employes recently commended 
for outstanding service were: Lulu 
Thomas, matron; H. A. Maxey, conduc- 
tor; J. B.;Hansen, brakeman; Jerry R. 
Harrison, red cap porter; Louis Weis- 
bord, agent; Pio Chiocciora, night bag- 
gage foreman; W. W. Chapman, assis- 
tant baggagemaster. 


Master Mechanic L. T. Fife is proud 
grandpa, an eight-pound boy, son of 
Don Fife of Superintendent’s office. Don 
expects to be out of the Navy soon... . 
Terrence Johnson, relief machinist fore- 
man, Bayshore, has a new daughter. 


Northwestern Pacific 


Wm. S. Wollner 
San Rafael 


Spirited teamwork of railroaders in 
coping with emergencies was demon- 
strated by NWP employes when they 
cleared away in record time a landslide 
that swept over the right-of-way nine 
miles south of Scotia, Nov. 24. Heavy 
rainfalls loosened the hillside for more 
than 300 feet above the roadbed, tearing 
up and covering 550 feet of track and 
pushing across the Eel River, damming 
the stream and burying the rails under 
50 feet of mud, rocks and redwood 
trees and stumps. 


All the railroad’s earth-moving equip- 
ment was rushed to the scene promptly 
and NWP borrowed two large bull- 
dozers and operators from Pacific Lum- 
ber Co. Arrangements were also made 
with commercial contractors to rush ad- 
ditional bulldozers to the slide. Ten bull- 
dozers worked 24 hours a day moving 
more than 160,000 yards of slide material 
and on Dec. 7 the line was reopened to 
through service. During this period work 
was hampered by 13.8 inches of rain that 
fell on the slide area. By Dec. 12 the 
backlog of nearly 500 freight cars all 
had been delivered to destination or for- 
warding points. 

Passenger train service was maintained 
from San Rafael to Willits where pas- 
sengers and first class mail were trans- 


Head Reporter: 


NORTHWESTERN PACIFIC VETERANS held their first get-together dinner at San Rafael last month, Ali of the 205 men 


and women on the retirement roster were invited but many were too far away to make the trip: John Ault presided, ably 
assisted by Richard Elis. Guests of honor were J. S. Cunningham, secty. of Board of Pensions: and C. A. Veale, VP&GM, 
who was unable to attend and was represented by Wm. $. Wollner, Bulletin correspondent. Seated, [-e: John Davy, Chas. 
Kirchner, Wm. Wotlner, J. S. Cunningham, John Ault, Thos, Moore, Chas. Perkins, Frank Collier. Standing: W. McKay, 
. Harry Levins, Edw. Creighton, Patrick Higgins, Jas. Rowe, Richard Ellis, W. R. Bent, Merle Ore, E. Dugan, T. J. Whaley, 
H. Goudy. Another meeting is planned for next April, 


ferred to buses to cumplete the trip to 
Eureka. Urgent freight was transferred 
from trains to PMT trucks at Willits 
and hauled to Eureka. PMF's facilities 
were coordinated with NWP’s by Harry 
F. Bailey, PMT superintendent. and 
C. T. Erickson, PMT traveling agent. 
Transfer arrangements were handled by 
C. £. Kennedy, NWP station supervisor, 
and A. C, Henningsen, trainmaster. 

C. A. Veale, vice president and gen- 
eral manager, said, “Great credit is due 
every B&B man, every section laborer, 
all of the capable ‘cat skinners,’ shovel 
operators and supervisors whe had any- 
thing to do with clearing this slide.” 

Directing the clearing work besides 
Veale were J. F. Lockhart, division en- 
gineer; F. E. Gladwin, general B&B 
foreman; J. H. Schultz, roadmaster; 
J. E, Soderman, electrical supervisor; 
John D. Swenson and Dwight D. Allen, 
B&B foremen; A, Demitrofi, extra gang 
foreman, and J. P. Salazar and F. L. 
Tlouse, section foremen. 


Southern Pacific officers who assisied 
with the job included R. W. Putnam, 
asst. engineer, MofW&S; F. L. Monroe, 
engineer of drainage; R. B. Chapman, 
supervisor of work equipment and weld- 
ing, and L. H. Lawrence, asst. supervisor 
of work equipment and welding. 

A farewell luncheon was held in honor 
of Shirley Brazeal, steno-clerk in Vice 
President and General Manager's Office 
at San Rafael, Dec. 13 by girls of that 
office. Shirley and her husband, recently 
discharged from the Army, are leaving 
soon for Flint, Mich., where they will 
make their home. 

Willits William May 

Byron C. Beggs, locomotive engineer, 
retired in November after nearly 51 
years’ service. When he was 18, Beggs 
entered service of the San Francisco 
Northern Pacific Railroad st Tiburon, 
Feb. 1, 1895. He worked in-the car 
shops under Master Car Builder 5S. 
Samuelson, later transferred to the ma- 
chine shop under Master Mechanic John 
Bonner. He worked as ‘boilermaker 
helper and machinist apprentice until 
1898 when he was promoted -to fireman. 
In those days extra engineers and fire- 
men worked in the shops and_round- 
house when not on the road. He was 


promoted to engineer in May 1902 and 
has been a member of BofLE, Division 
704, since 1908... . When Grove H. 
Foster, locomotive engineer, retired Oct. 
31 he had completed nearly 53 years of 
railroading. He started werking with an 
eastern line when he was 17 and in 1903 
moved to California, where he began 
work with the SF&NP out of Tiburon. 
in 1907 he moved to Willits where he 
became an engineer in Oct. 1909 and 
has worked continuously in helper, 
freight and passenger service until his 
retirement. 


Tiburon L. A. Saunders 


We were glad to welcome the fol- 
lowing who returned to work after hav- 
ing been in military service: Machinist 
Charles J. Rossi who was in the Army 
tore than four years, serving in the 
Aleutians and the + European theater; 
Carman Elmer F, Pfaff, alse in the Army 
four years. He was in the Southwest 
Pacific and holds the Philippine Libera- 
tion ribbon with one bronze star... . 
With deep regret we report the passing 
of Carman Charles M. McNamara, Nov. 
19, from injuries received in an auto- 
mobile accident. Mac had many friends 
here in Marin County. . . . Machinist 
William J. Egan has been appointed 
working foreman of locomotive repairs 
at Santa Rosa, vice John F. White who 
returned to Tiburon in his former posi- 
tion as machinist. ... Marriage of Mary 
Frances Kircher to Gearge M. King took 
place December 9. George is division 
chairman of BofRC and Mary is secre- 
tary to general chairman of the Express 
Division of Railway Clerks. George and 
Mary are well known on NWP. 


Tiburon Stores F. G. Newberry 


Leroy S. Coleman, deliveryman, has 
returned to railroad service after serv- 
ing with distinction with the Army in 
the South Pacific since September 1942. 
. «. John W. Kelso, asst. to general 
storekeeper, and family spent the 
Thanksgiving holiday with his parents 
in Bakersfield. Kelso’s father is a re- 
tired SP roadmaster. ... W. H. Rich- 
ards, popular Stores Dept.:stockman, has 
retired from service after 32 years’ ser- 
vice with NWP, ... G..G. Wood has 
been named to succeed Richards as 
stockman. . . . Alfio Colombo, truck 


driver, has also advanced to slockman. 
.. + Rath N. Martens and Keith D. 
White are newcomers to the Stores 
Dept.; Ruth as fuel clerk-typist_ and 
Keith as truck driver... . Marie Sean- 
lon, stenographer, has been discharged 
from the WAVES and has gone to 
Missouri to live, While in the Navy, 
Marie changed her name to Mrs. Yoast. 


Eureka Miss IL Carlson 


A hearty welcome to the following 
who have been discharged from military 
service and are back at their old jobs: 
Karl Davis, brakeman; Paul Ludike, 
Nicholas Nelson, Jim Landergen, clerk- 
warehousemen; Homer R. McKenzie, 
Urho Malin, Edgar E. Campbell and 
Edwin G. Mathes, locomotive firemen; 
Carl A. Carlson, machinist... . We have 
a couple of brand new engineers, too. 
They are Sylven J. Lasell and Roy C. 
Schuler. ... Oran D. Mavey, brakeman, 
and Lillian Pifferini were married Nov. 
11. Oran recently was discharged from 
military service following several months 
of overseas duty. He is the son of A. B. 
Mavey, conductor. . . . A now ware- 
house is being erected opposite the depot 
hy Faratlone Fisheries. A spur track has 
been put in and it will not be long be- 
fore fish processing will begin and fish 
will be shipped to “everywhere.” 


PROMOTED & NEW JOBS 


MOTIVE POWER: Jean B. Detwiler to 
general foreman, MP&C Dept., Indio. 
With previous railroad shop experience 
dating to 1924, Detwiler came to SP as a 
machinist on LA Division in July, 1941, 
advancing to roundhouse foreman at 
Indio in June, 1943, 

Arnold J, Hendrix to general foreman, 
Car Dept. at Bayshore. Hendrix started 
railroading in 1918 and came to SP in 
July, 1923, as a car inspector on Saora- 
mente Division, In April, 1932, he moved 
to the Coast Division in that capacity 
and in Oct. 1937-advanced to foreman 
of inspectors. Since May, 1942, he has 
been asst. general foreman, Car. Dept., 
at Bayshore. 

Eliseo Rugani to asst. gen. foreman, 
Car Dept., at Bayshore, succeeding Hen- 
arix, He started as a carman apprentice 
at Roseville in May, 1915, and worked 
there until March, 1920, when he trans- 
ferred to Bayshore as carman helper. In 


GEORGE G, AHLERS (inset, right) 


well-known and well-liked general foreman at West 
Oakland was honored at two parties when he retited last .nonth after more than 36 


years’ service (see Retired column). Top picture shows speakers’ table af dinnes- 

at Hotel Alameda. Seated, let: Mrs. &. E Hartison, RE Hartson, yi "ence 
machanic; Mrs, G, G. Ahlers; G. G. Ahlers; E. A, Hoffman, toastmaster: Mrs. Hofman; 
S- M, Houston, asst. genl. supt. of motive power; Mrs. E. D, Moody, Standing: Wm. I. 
Short, diesel shop foreman, who succeeds Ahlers; E, Hunter, dept, foreman; Mrs. 


Hunte: 


R. Ersepke, master mechai 


Mrs. Emma Shot 


E, D. Moody, supt., Western 


Div. Other picture shows speaters’ fable at iven 

party given by shop craft at Cl ‘ 
Hotel. Lr: Harty W. Larsen, Mrs, Chris Radovan, Joha Kinney, Mrs. Kinney “her's 
daughter), Ahlers, Mrs. Ahlers, Gordon Ahlers {a son), Irene Ahlers (sister), Chris 


Radovan, Leslie Arleit, 


July, 4922, he became steel car builder, 
advanced to foreman of freight repairs 
and relief car in Jan. 1941 and has been 
foreman of car inspectors, SP, since last 
October. 


John Bier to roundhouse foreman at 
Oakridge, Oregon, He started railroading 
in 1920 and came to SP as machinist at 
Oakridge in May, 1927. In June, 1940, he 
became roundhouse foreman there and 
went to Brooklyn in that capacity in 
July, 1941, advancing to machinist fore- 
man in Noy, 1942. Since Oct. 1943 he has 
been night roundhouse foreman at 
Oakridge. 

Charles A, Boggio to foreman passen- 
ger car inspectors st Camp Stoneman, 
a new position. He has been employed 
at West Oakland since August, 1930, as 
car cleaner, carman helper and carman. 

Nelson 0. DeLong to foreman of pas- 
senger car inspectors at Camp Stone- 
man, a new position. DeLong has been 
tosonen at West Oakland since May, 


Helmer W. Hancock to foreman of ma- 
chinist drop pit at Sparks. He started 
with SP as 4 machinist at Sparks in 
Jan, 1923, working there until August, 
1937, when he went to Imlay as night 
roundhouse foreman. In Jan. 1938 he 
returned to Sparks as machinist and the 
following August went back to Imlay as 
foreman. Since Dec. 1939 he has been 
night roundhouse foreman at Carlin. 


Edward E. Carlson to machinist ap~ 
Prentice instructor at El Paso Shops. He 
has been a machinist at Bl Paso Shops 
since July 1934, except for six months 
during 1939 when he worked as machin- 
ist at LA Shops, 

Peter B. Schultz to freight ear fore- 
Tan at Ogden, He started working there 
as a carman in April, 1915, and has been 
shop inspector since Feb. 1941, 

Robert Gsell to painter foreman at 


Bayshore Shops. In Oct, 1922 he started 
as a painter at Bayshore und advanced 
to lead painter in June, 1942, 


Denver M. Hudson to asst. erecting 
shop foreman at Bayshore Shops, He 
started railroading in Nov. 1936 and 
came to SP as a machinist at Bayshore 
in Feb. 1942 and became night asst. 
erecting shop foreman in Augus’, 1944. 


William McIntyre to asst. foreman of 
passenger car repairs at West Oakland. 
He has worked there as carman since 
Feb, i930. Se 

Changes in the Motive Power Dept. 
Office, SP, move E, O. Hermann to en- 
gineer of spectal car loading equipment; 
J. C. Boogaert to estimator, Car Dept., 
and John Condon to computer’ of tech- 
nical and mechanical data. 


William I. Short to general foreman, 
streamliners, West Oakland. He first 
worked for SP in the Stores Dept. at 
Oakland ih March, 1907, became an elec- 
triclan at Alameda in April, 2911, and in 
Nov. 1928 went with Northwestern Pa- 
cific as foreman of electrical equipment 
of cars. He advanced to car dept. fore- 
man at Sausalito in June, 1930, and re- 
turned to SP as electrician at West Ala- 
meda in March, 1939, He went to West 
Oakland as electrician im March, 1941, 
and has been diesel shop foreman there 
since Sept. 1941. 


George Yamaguchi to labor inspector, 
Salt Lake Division. 


TRAFFIC: Clayton E. Ward to traveling 
freight agent, Salinas. Coming to SP in 
Jan, 1036, he worked as secretary to 
general freight agent, SF, and went to 
San Jose as TFA in Oct. 1941. 

Charles C. Knight to TFA, San Jose. 
He started as a file clerk in Gen. Frt. 
Office, SF, in Feb, 1925 and held various 
positions there in. train service and rate- 
making bureaus until July, 1944, when he 
became chief clerk in Dist. Frt, and Pass. 


Office at Fresno where he also served as 
Bulletin reporter. 

Leonard A. Bates to chief clerk in 
DF&PA Office, Fresno, He first worked 
as a laborer in Operating Dept. at Sacra- 
mento in Sept. 1935 and transferred to 
Freight Trafile Dept. there in Dec, 1943 
working as rate clerk in Dist. Frt. Office. 
Last April he went to Klamath Falls as 
chief clerk in DF&PA Office and in 
August went to Bakersfield as chief 
clerk in Dist. Frt. Office. 

Robert L. Wheeler to chief clerk at 
Bakersfield. In Nov. 1938 he started as a 
file clerk in Cen. Frt. Office, SF, holding 
varicus positions in train service and 
rate bureaus until Oct. 1942 when he 
Joined the Army Air Force and later 
served in the Muropean theater (sce 
March, 1945, Bul‘etin}. tie returned from 
military service st November and has 
been rate clerk in Gen, Prt. Office, SF. 

Ray Clawson to station passenger 

agent, Ogden. 
OPERATING: Harold C. Stull, to senior 
asst. division engineer, Rio Grande Divi- 
sion at El Paso. In Sept. 1920 he started. 
as office engineer with the EP&SW at 
Douglas and in Nov. 1924 became asst. 
engineer on Rio Grande Division, He 
worked as asst. division enginer on 
Coast Division from Oct. 1928 to April 
1941 when he returned to Rio Grande 
Division in the same position. He en- 
tered military service im Aprit, 1942, 
serving in Europe as a major with the 
714th Railway Grand Division, 


M. BR. Harrington to trainmaster at 
Suisun-Fatrfeld, Western Division. 
Starting as a brakeman on Coast Divi- 
sion in June, 1926, he advanced to con- 
ductor in Sept, 1937 and was named 
asst. trainmaster in-July, 1941. In Sept. 


1943 he went to Yuma, Tucson Div., as 
trainmaster and went to Colton, LA 
Div., as traiumaster in June, 1945, 


J, B. Malarkey to safety supervisor, 
SP. After holding various positions with 
the Operating Dept. on Western Divi- 
sion, he moved to Freight Traffic Dept., 
SF, in March, 1941, where he was a sec- 
retary. The following June he went with 
the former Interurban Electric railway 
in the East Bay area. He returned to 
San Francisco as interviewer in the Em- 
ployment Office in Oct, 1942 and in 
March, 1943, became transportation 
clerk in General Manager's Office. He 
has been a yardman at West Oakland 
since Oct. 1943. 


RETIRED 


COAST: Milton C. Heyn, locomotive en- 
gineer, Dec, 1, completing a railroad 
career dating to 1901 when he started as 
fireman on the old Santa Cruz line. 
Annuities approved: Nicolas Cosmi, 
boilermaker helper; Henry ¥. Ettiott, 
yardman; Bert B, Johnson, yardman; 
Charles J, Johnson, crossing watchman; 
Frank J. Shaw, locomotive engineer; 
Vincent Vitali, car inspector. 
LOS ANCELES: Annuities approved; 
Thomas A. Bailey, yardmaster; George 
H. Duff, yardman; Robert B. Greenway, 
welder; Luther F. Hudson, section fore- 
man; William C, MacDowell, B&B car- 
penter; John R. McGraa, carman; John 
G, Moorhead, pipefitter; Nason Peterson, 
car inspector; John M. Randalls, switch- 
man; John F, Underwood, stationary en- 
pineer. 
LOS ANGELES SHOPS: Tony Barbata, ia- 
borer, Oct. 31, after continuous service 
with SP since March, 1924. George Op- 
penheimer, blacksmith, Sept. 10, com- 
pleting a railroad career dating to June, 
1912. 
EL P4SO0 SHOPS: Annuities approved: 
dames A. Campbell, machinist; Juan M. 
Del Campo, tender truckman; Henry P. 
Stanton, millman; Pascual Villalobos, 
blacksmith, 
PORTLAND: Annuities approved: Milo 
Atterbury, conductor; Frank L. Brown, 
yardman; John F. Cundiff, locomotive 
engineer; Thomas FP. Plunkett, yard- 
master; David Scott, freight carman; 
William Seitz, machinist. 
RIO GRANDE: Annuities approved: Nor- 
man B. DeWitt, B&B foreman; Thomas 
43. Dillon, locomotive engineer; dose 
Hernandez, section laborer; Calvin L, 
Hines, locomotive engineer; Matthew M. 
Luye, yardmaster. 
SACRAMENTO: Annuities approved: 
Charles R. Anslinger, conductor; George 


‘A. Lytle, conductor; Albert G, Schilling, 
carman. 

SACRAMENTO SHOPS; Charles Rowe, sta- 
tionary engineer at the central steam 
plant, Dec, 1, Rowe was No, 1 man on 
his seniority roster with service dating 
to Jan. 1202, He says he now plans to 
spend most of his time in his garden at 
home. Harry E. Smith, of the drawing 
room, Dec, 15, Edward Klaiber, machin- 
ist, Jan 2, 


Annuitles approved: Joseph Balala, 
machinist; Guiseppe F. Bertaina, ma~ 
chinist; Herman R, Eggers, passenger 
carman; Patrick Hopkins, painter helper. 


SAN JOAQUIN: Annuity approved: Wil- 
liam H. Reisinger, telegrapher. 


SHASTA; Annuities approved: James M. 
Barton, engine watchman; Willard E. 
Dodge, locomotive engineer; Luther J. 
Schooling, yardman, 


SALT LAKE: Annuities approved: Peter 
M. Aimone, bollermaker helper; Henry 
Astill, locomotive engineer; Joseph F. 
Critchlow, conductor; Herbert W. Har- 
greaves, painter: Walter I. Rilea, cou- 
auctor; David Taylor, labor foreman: 
Abraham Tenbrink, locomotive painter; 
John J. Varley, crossing watchman; Na- 
thaniel D. Wright, machinist, 


STORES: Annuities approved: Jehn H. 
‘Turner, carpenter at Los Angeles Stores. 
Jose M. Silva, scrap sorter at Sacramento 
Stores. 


WESTERN: Annuities approved: Eugene 
V. Capderville, boilermaker helper; Wil- 
liam E. Johnson, reliefman; John M. 
Kristensen, deckhand; Walter G. Mack- 
ey, towerman; Hyrum J. Martinsen, 
section foreman; Leslie R, McDowell, 
yardman; John F. Murphy, locomotive 
engineer; William M. Neal, yardman: 
Nikolaos LD. Petrakapoulos, track fore- 
man; Robert H. Olmsted, agent-opera- 
tor; Francis R. Sherrard, brakeman; 
John R, Thomas, yardman. 

George G, Ahlers, general foreman, 
streamliners, West Oakland, Dec. 21. He 
worked in steel construction in SF and 
nlso with a steamship company prior to 
entering SP service in April, 1909 when 
he became a carpenter and stee] man on 
a Western Division steel gang. His first 
assignment was with e gang building 
the Fruitvale power house, then fol- 
lowed work on the old Alameda electric 
shops, steel towers over the Alameda 
estuary and the seven-span bridge at 
Elvas, near Sacramento. In March, 1911, 
he transferred to the Motive Power 
Dept. at West Alameda where he worked 
as machinist, carman and_ pipefitter 
with the former East Bay Intcrurban 
Electric, In Jan. 1917 he advanced to 
shop maintenance foreman and became 


JOHN "SUNNY JIM" ENGLE, chief rate quotation clerk, General Freight Dept., SF, 
retired October 30 after more than 32 years’ service. Picture below was taken at 
dinner in his honor at Bellevue Hotel given by some of his railroad friends and 


associates, [n picture at right Engle {teft} is shown with Chief Clerk H, D, Swanson, 


general foreman at West Alameda Shops 
in July, 1939. With the abandenment 
of the East Bay Interurban Electric 
railway he transferred to West Oakland 
in June, 1941, to the position he held 
when he retired. His future plans are to 
foliow his hobbies of mechanics and 
reading and when conditions permit to 
do some travelling—s trip to Australia 
with Mrs. Ablers ‘is high on his retire- 
ment agenda. 


Victor 8. Burnham, division examiner, 
Western Division, Oct. 27. Starting in 
Jan, 1908 he worked in station service on 
Coast Division and later served in Mo- 
tive Power, Operating, Stores and Ac- 
counting departments unt® August, 
1911, when he became trainmaster on 
Shasta Divislon. In Nov, 1911 he trans- 
ferred to the old Stockton Division as 
trainmaster and in that capacity went 
to LA Division in Feb. 1918, San Joaquin 
Division in Nov. 1922, Tucson in Nov. 
1923 and Western in May, 1927, where he 
has been division examiner since Au- 
gust, 1941. . 

SPSS LINES: Annuities approved: Adolph 
B. Matthews, clerk; Joseph §. Quinn, 
chief clerk; Charles F. Schumacher, 
checker, 

DCHER: Annuities approved: Frederick 
D, Brainerd, steward, LA Commissary; 
Iwakichi Matsuhara, chet, SF; Kate Wil- 
son, waitress, Oakland. 

ENGINEERING: Wilson R. Densmore, asst. 
engineer in Valuation Dept., SF, Dec. 1. 
He started railroading with another line 
and in 1923 came to SP, He has taken 
an active and popular part with SP 
Club, contract bridge players at SP. 


Otto K. Mehlman, asst. engineer in 
Valuation Dept., SF, Dec, 31, completing 
a railroad career that started in 1899 
when he came to SP. He took an active 
part in building the line over the Cas- 
cades. For several years he was cham- 
pion rifleman of the SP Rod and Gun 
Club. 

John E, Moseley, junior engineer in 
Valuation Dept., SF, Dec, 31, after 44 
years’ railroad service. He was a ticket 
clerk at Ferry Ticket Office, SF, and also 
worked as ticket agent at several sta- 
tions in Nevada. He Joined the Valua- 
tion Dept. staff in Dec. 1912 and worked 
there until his retirement. 


TELEGRAPH: Mary Frances Begley and 
Katherine A. Dolan, telephone operators 
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at West Oakland, retired Dec. 1, after 
81 years’ porvice, Mary started a3 oper- 
ator in April, 1914, and Katherine began 
in the preceding January. 


DIED 


COAST: Lewis 3, Lack, freight bill 
checker at 4th & Berry St. freight sta- 
tion, SF, Noy. 3, after being struck by a 
hit-and-run driver. Nels Evans, carload 
checker at 4th & Berry St. station, Oct. 
25, Sterling Williams, porter, Nov. 24 
Joseph P. Colliton, crane operator, Dec. 
1, Arthur Eckstrom, B&B asst, foreman, 
Dec. 3, John Smircich, B&B painter, 
Dec. 3. Cornelius O'Connell, crossing 
watchman, Dee. 11. 

Pensioners: Emil Benjamin, crossing 
flagman, Nov, 24; Frederick W. Imker, 
machinist, Dec, 8; Joseph J. Miks, 
crossing flagman, Nov. 21; Clarence B. 
Pixley, brakeman, Dec. 12, 

LOS ANGELES: Pensioners: Clinton C. 
Finley, locomotive engineer, Nov. 18; 
John 8. George, car inspector, Nov. 7; 
Harry H. Gillam, machinist helper, Nov. 
18; Benjamin F, Robey, pumper, Nov. 20. 
LOS ANGELES SHOPS: George H. Oliver, 
asst. machinist foreman, Dec. 3. He 
served his apprenticeship with another 
railroad, starting in 1915, and came to 
SP as 2 machinist at LA Shops tn July, 
1922. He left the service in Jan. 1924 
and returned as machinist in March, 
1937, advancing to asst. foreman in Au- 
gust, 1943, Timothy C, Ginley, botler- 
maker helper, Nov, 27, Pensioners: John 
BG. Aschieris, machinist helper, Oct. 26; 
Guy E, Carpenter, machinist, Dec, 3; 
Anthony Cucinelli, carman, Nov. 9. 

EL PASO SHOPS: Ramon Zambrano, 
frelght carman, Noy. 27; Lawrence P. 
Sims, machinist, Dec. 3. 

PORTLAND: Lester A. Jacobsen, personal 
record clerk, Dec. 14, folowing several 
months illness, W. L. Barker, engineer, 
Nov. 29. L. S. Crawford, lumber inspec- 
tor, Nov. 25. Pensioners: Isaac E. Inman, 
brakeman, Nov. 29; Royal T. Ross, wreck- 
ing engineer, Noy. 15. 

RIO GRANDE: A. H. Johnstone, master 
mechanic at El Paso, Nov. 12. He started 
with snother line in 1911 and came to 
SP as machinist at Bakersfield in July, 
1915, working there as enginehouse fore- 
man, roundhouse foreman and general 
foreman, Locomotive Dept., until June, 
1941, when he went to West Oakland as 
asst, master mechanic. He went to El 
Paso as master mechanic in April, 1943. 

D. V. Daulton, section foreman at 
Alamogordo, Dec, 6. Pensioners: Odie 
Clemons, brakeman, Nov. 26; Louis A. 
Eber, bollermaker, Nov. 19; Phillip Y. 
Freeman, locomotive engineer, Nov. 25; 
William W. McLean, locomotive ongi- 
neer, Dec. 4; William A, Zabriskie, brake- 
man, Oct. 30. 

SACRAMENTO: Steve Salerno, truck oper- 
ator, Dec, 10. Sam Kovich, laborer, Dec, 
14. Pensioners: Charles E. Watts, sta- 
‘onary engineer, Dec. 8. 
SACRAMENTO SHOPS: Pensioners: John 
Cullinan, stationary engineer, Oct. 14; 
George R. Lunt, machinist, Nov. 21; An- 
gelo Parenti, shop helper, Dec. 9, 

SALT LAKE: Joseph E. Swanson, loco- 
motive engineer, Dec. 7, Clifford H. Ma- 
lone, conductor, Dec, 3. W. C. Watson, 
agent at Fernley, Nov. 12. Arend M. 
Koldewyn, machinist at Ogden Shops, 
Dec, 14, Pensioners: James LaVelle, 
bollermaker- helper, Nov. 28; Do Toi, 
section laborér, Oct. 25. : 

SAN JOAQUIN: Pensioner: ‘Tin M, Hing, 
yardinan, “Nov. .9. 


NEWLYWEDS: A teifroad romance at 
Tucson led to the altar on November 
22, when Accident Glerk Sue Lehmann 
became Mrs. Timekeeper O. H. 
“Buster” Robson. The photographer 
had no trouble urging the bride and 
groom to “look happy.” 


SHASTA: David McKee Branch, boiler- 
maker, Dec, 9. Charles A. Willey, car in- 
spector, Nov. 27. Pensioners: Charles W. 
Klum, conductor, Dec. 6; Aaron B. 
Reives, conductor, Dec. 3. 

TUCSON: Pensioner: Wiliam F. Vaughn, 
section foreman, Dec. 3. 

WESTERN: Arthur Hislop, brakeman, 
Nov, 22, Wiliam J. Wilson, crossing 
watchman, Dee. 8. Theodore Log, B&B 
carpenter, Dec. 11, Pensioners: Guiseppe 
Cevasco, section laborer, Dec. 14, Charles 
E, Jacobus, clerk, Dec, 4; Pete Piggaschi, 
station cleaner, Dec. 10, 

SPSS LINES: Pensioner; Edward F. 
Flynn, warehouseman, Dec. 7. 

GENERAL OFFICE: Milt Goldstein, SF 
city freight agent, Dec. 16. Cyrus Knight, 
asst. chief mail clerk, Central Mailing 
Bureau, SF, Jan. 1. Pensioners: A. C. 
Yarrington, clerk in Accounting Dept., 
Dec. 3; Albert A. Robinson, statistician 
in Engineering Dept., Nov. 20; Frank L. 
McArdle, customs attorney in Freight 
Trafic Dept., Dec. 2. 

STORES: Avilo Z, Basaldera, a Mexican 
National ot Sacramento Stores, Dec. 16. 


BORN 


Congratulations to these railroaders 
who recently announced the arrival of 


“ baby boys: William A. Frayne, machinist 


at Sacramento Shops, Nov. 16; Antonio 
Meza, machinist helper apprentice at El 
Paso Shops, Dec, 12; A. C,. Fraser, painter 
at LA Shops, Oct. 16; Mike Sabella, of 
LA Shops, Nov. 20; Henry Smith, painter 
at LA Shops, Sept. 1; BD. W. McDonald, 
of Portland Park Street station, Oct. 27; 
Lt. Joe Cowan, clerk from Aud. Pass. 
Accts. now in the Army, Nov. 14. 
Charles Williams, machinist at Sacra- 
mento Shops, Dec, 3 

And to these SP folks whose new ar- 
rivals were girls: Jack Rutherford, clerk 
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in Transcontinental Rate Bureau, .Gen. 
Frt. Office, SF, Nov. 30. Jack’s wife, 
Gertrude, was formerly clerk in Gen. 
Frt. Office. Edward Dermody, timekeeper 
at Ogden, Dec. 6; Mark J. Separovich, 
pipefitter at Sacramento Shops, Nov. 26; 
Margaret Reed, steno at Ogden, Oct. 1; 
Evan Cheney, fuel statistician at Ogden, 
Dec. 3; E. L. Lambert, buyer in Purchas- 
ing Dept., SF, November 21; Rodney 
Shultiss, blacksmith at Eugene; Q, R. 
Torley, general clerk in Executive Dept., 
SF, November 9. 


MARRIED & ENGAGED 


Wedding bells have been ringing busily 
around Eugene recently and those who 
have exchanged vows are: Anna Fern 
Albright, yard clerk, and Glen F. Robin- 
son, just returned from military. service, 
Oct, 21; Hma Price, yard clerk, and 
Gienn Hedrick, also just back from 
military service, in October; Harry Ra- 
beneau, yard clerk, and Gladys Mary 
Wright, Nov, 18; Bellerae Jonsrud, tele- 
phone operator, and Glen Lay, USN, 
Sept. 22; Thomas G. Conway, painter 
who recently returned from the Marines, 
and Grace Crane, Sept, 29; Oscar F. 
Fredrickson, agent-telegrapher at Westfir 
and Norma E. Post, former telegrapher- 
clerk at Armet, Ore,, were married in 
Eugene, Nov. 13. 

And at other points on Pacific Lines 
the following Have announced thetr 
marriage: 


Edna Brenner, typist at Portland Park . 


Street station, to Capt. Fred Kaufman, 
Army Medical Corps, Oct. 13; Jean On- 
stotti, clerk, to James Schroil, tractor 
driver at Portland Park Street station, 
Nov. 3, 

Rose Marie Criez, clerk in Manifest 
Bureau, General Freight Office, SF, to 
Mel London, former SP city freight 
agent, Dec, 15, Joyce Osborn, cars dam- 
aged clerk, Motive Power Dept., SF, to 
Robert L. Avery, Navy radioman just 
returned from Tinian, Dec, 29, Blanche 
Caughall, head file clerk, Aud. Pass. 
Accts., SF, to Timothy P. Kelleher, clerk 
in Oakland Commissary, Dec. 3. Russell 
Green, chief clerk to supt., Coast Div. 
and Bulletin reporter, to Marjorie 
Loughridge, secty to asst. supt., Coast 
Div., Dee. 24. 

Mary Patricia Fitzgerald, clerk at 4th 
& Berry St. freight station, SF, to Anton. 
William Hettrich, Dec, 24. Calvin W. 
Avis, machinist at LA Shops, and Rose 
A. D’Alfonst, former steno in the Car 
Dept. Office there, Dec, 6. John Morgan, 
elerk fn Aud. Pass. Accts., SF, and Dor- 
othy Houlihan, Dec. 8 The wedding 
took place following John’s discharge as 
a sergeant in the Army. 


Troy ©, Webb, shop clerk at El Paso 
Shops, and Ollie Pritchett, Nov. 6. Harry 
Cc. Gibson, power plant attendant at El 
Paso Shops, to Maria Hernandez, Nov. 
12, Frankie Marbach, head steno in 
Supt's. Office, Tucson, to John Gowey. 
Beth West, steno in Supt's. Office, Tuc- 
son, to Capt. BE. K.. Maxwel, Dec. 12. 
«Laura Lee Winter, LA Stores, to Varda- 
mar T..Moon, Jr, USN, Dec. 9. Ruth 
Hester, LA Stores, to Lt. James Lowder, 
Dec. 28. “Lawrence Mulcahy, section 
stockman, WO Stationery Store, and 
Mildred -J, Leen, October 28. Harriett 

“,Parness, steno-clerk in Bulletin Office, 
to Capt. Robt... Guest, Air Transport 
Command, January 4. 

Rosemary -Loomis, typist in ‘Centra? 
File Bureau, Asst, Gen. -Aud. Office, SF, 
announced her engagement to ’Nelson.J. 
LaBombard, BM .1/c, Noy.'8 The wed- 
ding date ‘has not ‘been’ set: 


ON THE VETERANS’ HONOR ROLL 


H, J. SHERWOOD and J, A. CAMPBELL (fop pic- 
ture) retired Nov. 30 as machinists, El Paso Shops. 
Campbeli had 30 years’ service, Sherwood had 22. 


FRANK EBERT (directly above} retired as machinist 
at Montello after nearly 33 years’ service. His daugh- 
ter Isabelle, is night crew dispatcher at Montello. 


BEN CHARLES (right) popular West Oakland yard- 
man, retired last month after 20 years’ service. 


CHARLES ROWE (in picture directly below) retired 
November 30 as siationery engineer, Sacramento 
Shops, after nearly 44 years' service, 


WILL SHIMER {second picture below) retired Nov. 
30 as cabinet maker, Sacto Shops, after 23 years. 


FRANK VALENTINE {bottom picture) retired as head 
cost analyst, Sacto Div. in November after 25 years’ 
service. Picture was taken at retirement dinner given 
by some 60 of his associates and friends. 
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41% FOR WAGES 


This money, paid to 1,400,000 railroad employ- 
ces, buys homes and furniture, food and cloch- 
ing, education, insurance—helps make local 
business prosper. 


32 A FOR MATERIALS, ETC. 


More than two-thirds of these dollars was paid 
to a broad cross section of industry which fur- 
nishes railroad supplies. They help to make 
better business and more jobs in every state and 
almost every county in the country, ° 


16 4 FOR TAXES 


Railroad taxes are spent for the general support 
and services of government—national defense, 
public safety, schools, hospitals. None of this 
money is used to provide tracks for trains— 
although some of it ig spent by government to 
help provide and maintain the highways, water- 
ways, and airways used by other forms of com- 
mercial transportation, 


RAILRow DOLLARS 
Switch Back to All of Us 


In their essential service to the nation, the American railroads 
during 1945 again hauled an enormous tonnage of freight for an 
average charge of less than one cent per ton per mile, and carried 
millions of service and civilian passengers for fares averaging less 
than before the First World War. For this job the railroads re- 
ceived lessthan 9 billion dollars. And here’s where the money went: 


6% FOR INTEREST, RENTS, ETC. 


The greater part of this was paid to those who 
have loaned money to the railroads and receive 
interest in return~including the millions of 
men and women who have an investment in 
railroads through their life insurance policies, 
savings bank deposits and the like. 


3% FOR DIVIDENDS 


This three cents out of each dollar was paid to 
about a million individual citizens who have in- 
vested their savings in railroad stocks—helping 
to provide the “rools” with which railroad em- 
ployees do their work. 


2% TO WORK FOR THE FUTURE 


That last 2 cents of the railroad dollar is for in- 
vestmentin the betterrailroads which continuing 
research is making possible—better equipment 
— better service—more jobs—to help provide, 
for us all, in better and better fashion, the rail 
transportation upon which this nation depends. 


AMERICAN RAILROADS 


